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PREFACE TO SECOND EDITION, 


The success whicli attended the first issue of this work has 
induced us to publish another edition. This volume has been 
arranged on a basis which will prove of gi'eat value to amateurs, 
for whose benefit it was specially prepared. Indeed, it has been 
entirely recast and remodelled, and a careful revision has taken 
place in matter and style. The principal feature of the work 
is the addition of illustrations, which, to amateurs, are of much 
practical value, as they convey at a glance the form and charac- 
ter of the plants which are under notice. We do not profess to 
lead our readers by any new or easy way to the art of green- 
house management ; but we have set down in plain language the 
method to be followed by the amateur, and placed before him 
simple iustructions which should be carefully observed. It is 
practice alone which leads to perfection ; and that can only be 
attained by patience and experience, in combination with obser- 
vation and common sense. 

A book may do much by shortening the experimental stage, 
by giving the result of the ofttimes dearly-bought experience of 
others, and that is all that we claim for “ Greenhouse Manage- 
ment for Amateurs.” 

The plants which we recommend for cultivation are those 
which we know by practical experience an amateur is able to 
grow successfully if our directions are followed. 

For the convenience of those of our readers who wish to keep 
their gi’eenhouses or conservatories furnished with flowers the 
year through, we have appended tables showing at a glance all 
the plants mentioned in this book which bloom in each month. 

We have only to add, that we shall be pleased at all times to 
give any further information, or to answer questions on gar- 
dening subjects, through the columns of The Bazaar^ which is 
published at 170, Strand, London, W.O. 


W. J, M, 
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I.-Introduction and General Remarks. 


Greenhouse is a structure that is perhaps 
the most varied in shape, size, style, and 
appearance, of any that are used 
horticultural purposes, and the 
contents are as a rule of the most 
) heterogeneous character. Apart from 
the housq or plants, the heating 
(wKti arrangements ai’e generally far from 

wMbi^ useful, and on this alone much of 
\ course depends. As it is our wish 
to give only useful information com- 
bined with practicability, we shall treat 
“the subject from the beginning, describing 
*ir ^ stock various structures for 

^ the use of amateurs. As all om* readers 
probably know, a greenhouse is a rather 
costly building when put up by a builder, 
as generally a lot of superfluous ornamentation is added to the 
erection, which, while giving a rather showy appearance to the 
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house, tends to obstruct the light, and so reduce the value of the 
house for horticultural purposes. Yentilation is a subject of 
paramount importance, as on the method of obtaining this a 
very great deal depends ; in fact, we may say that more plants are 
injured from bad ventilation than from any other cause. Ill-* 
placed ventilators, and inaccessible swing sashes, are often sources 
of continued annoyance and loss, and in a well-found house or 
conservatory should not exist, but still it often happens that for 
some caprice of the builder the ventilation is “badly arranged”; 
and as a certain consequence the plants suffer. The heating 
arrangements are the most troublesome of any, as in hundreds 
of cases some loudly praised affair which is well recommended by 
the vendor is purchased by the amateur, and before the season is 
out breaks down, and .consequently entails the whole or partial 
loss of the stock of plants that has cost so much labour to get 
together. It is therefore the best plan to have a well-con- 
structed affair at first, the cost of which in most cases not beings 
much more than the cheap (?) apparatus. 

Stock. — ^The stock of plants should not be too great at first, 
as there are always plenty of opportunities to add to it. Indeed, 
if the house is only about 12ft. square, two or three dozen per- 
manent plants will be ample, as there are plenty of season 
plants to keep the house gay at all times. A few pots of 
crocuses, musk, scarlet pelargoniums, &c., serve to give a very 
bright appearance to what would otherwise be a dull unin- 
teresting mass of green, and if the amateur has a taste for 
tricolor and bronze pelargoniums, then at no season of the 
year will the house be devoid of interest. Camellias, azaleas, 
epacris, chorizemas, solanums, Cape pelargoniums, and genistas, 
are a host in themselves, while of roses it may truly be said that 
they are of inestimable value. We would advise our readers to 
have only a few plants, and do them aU well, rather than have a 
large collection and do none of them well. There are many 
ways of making a house look gay at a far less expense than 
is generally allowed, thus making a greater pleasure in the 
place than there otherwise would be. 

Pets and Sand.— -Pots and sand should be selected with 
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care, as they are of some importance in horticulttiral work. 
Pots should be of a porous and hard nature, and when suspended 
and hit with the knuckles should give off a sharp resonant 
sound. Close smooth-grained pots should be avoided, espe- 
cially if made of the London clay, as they soon go rotten and 
crumble away. ^ Coarse sand should be used for all pui’poses, 
as it gives far' better results than the fine, and has not that 
tendency to become covered with a green slimy coating that 
very frequently shows up on dirty and fine soft sands. 

Soils. — Soils and manures should be of the best quality and 
suited to the work for which they are required, and cheapness 
should not be a consideration in laying in a stock of these 
necessary adjuncts to the greenhouse. 

The necessary soils for general use are maiden loam, yellow 
loam, peat, leaf mould, and sand, and these we will describe in 
turn. Loams should be laid up for at least six months to become 
quite rotten and mellow, and to attain that state so necessary to 
the well-being of the plants. 

Maiden loam is the top spit of a pasture, and should be 
free from clay and, if possible, wireworm. It should also be 
free from red, rusty looking streaks, as such loams are, as 
a rule, taken from water-logged pastures, and are generally 
sour and bad. If the common hard-rush is found in the 
herbage, it is also a sign that the soil is poor, and, therefore, 
of course, should be avoided. Our plan is tp use turf cut off as 
for making lawns, and laid up for a year, as it is much richer in 
fibre, and plants of all kinds do better in it. The price of 
ordinary loam in London is about 6s. per cubic yard, and the 
turf about 9s. per 100, and it will be found that the latter is 
the cheaper in the end. 

Yellow loam is, as its name implies, yellow in colour, and is 
the top 6in. from a common. Wimbledon and Epping loam 
used to be considered the best near London, but since this has 
become unobtainable we believe the article is obtained much 
farther off. The best is full of fibre and bracken roots, 
and is quite mellow. It also contains a certain, or rather 
uncertain, quantity of sand, and no clay. We have found the 

b2 
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loam, peat, and sand, supplied by Mr. Kennard, of Old Swan- 
place, Old Kent-road, to be the best to be obtained in or near 
London, as Mr. Kennard makes a speciality of such things. 

Peat is the top spit of a" dry’* bog, and is quite distinct 
from the peat that is used for fuel, which latter is useless for 
plant food. Fibrous sandy peat is the best, and can be obtained 
of Mr. Kennard, as above. 

Leaf mould is simply thoroughly rotted hard-wood leaves, 
and the soil is thus full of humus, a very necessary condition 
for primula and similar plants. 

Silver sand is a white sand formed principally of pure silica, 
and free from lime. It should be very coarse and Bhai*p, and 
also very clean, or it soon becomes covered with a green slimy 
film, which, although very beautiful under the microscope, is 
almost ceid;ain death to cuttings or seedlings that may be 
surrounded by it. Keigate sand is generally esteemed the best . 
The fine white scouring sand sold at the oilshops is of very 
little use for plants. 

ICanuras. — Manures are a matter of importance, and are 
generally the least thought of. With the majority of green- 
house plants a steady lasting effect is desired, and not a sudden 
spurt, and then a complete standstill, and to obtain the best 
effects thoroughly rotten good manure must be used. Horse 
and cow manures are the best, either mixed or separate as 
occasion may require, and they should be used for all purposes. 
Guano is a substance that has a great effect in driving the 
plants up, but they are useless for any purpose afterwai*d8. 
For quick-acting liquid manure we prefer sulphate of ammonia, 
but for all hard-wooded plants, the best liquid manure is made 
by soaking a quantity of rotten horse manure in water, and 
using the clear liquid after the solid portions have settled. 

With all soils and manures it is the better plan to have a 
shed, with compartments in which the soils can be placed and 
kept free from superfluous moisture. 

SimdriaSa^A good supply of crocks for drainage should 
also be provided, or the plants will probably suffer for want 
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of the proper means for the exit of superfluous water. A 
hammer, trowel, water cans, both of the ordinary shape and 
what is known as a strawberry pot, and a few other tools will 
be required, but of these we will speak in the future. Amongst 
the sundry requisites of a greenhouse are a good 8j%inge — one 
of Bead’s 15in., with three roses, is as good as can be bought 
— labels, flower pots of various sizes, square propagating pans, 
some squares of glass, one of Brown’s or Dreschler’s Patent 
Fumigators, some insecticides, flowers of sulphur, ,and a few 
camel-hair pencils, besides a few other articles that are more 
for show than use. Of course, a strong potting board, a pail, 
step ladder, and two or three brushes and brooms, and the 
necessary tools for the stokehole, are absolutely necessary. We 
may as well mention here that plain, serviceable and strong 
tools and utensils are far better than showily got up goods, 
although the former may cost a lot of money if judged by 
appearance only; in all ca^s it is far better to have good 
tools (although they are expensive) than cheap ones that will do 
no service, as it is certain that cheap tools are dearer in the 
end. Another thing to be borne in mind is, never to buy a 
lot of useless articles, however much they may be puffed up, 
as success does not lay in the tools, but in the cultural skill 
displayed. 

We consider frames to be a necessary adjunct to an amateur’s 
house, and therefore two or three two-light boxes should be at 
hand for use. The form of house is not of much consequence, 
so long as it is well built and ventilated. 




ii.-Greenhouses and 
Frames. 

ANY and various are the houses or 
glass structures that are made ex- 
pressly for amateur gardeners, and, 
as they rauge in price from £5 to 
£50, it is as well to point out the 
best forms of house, bearing in mind 
cost and general suitability to the 
pui’pose in hand. Of courae, with 
existing structures, very little can be 
done, as it is, as a nile, expensive to 
meddle with old buildings, the wood 
very often being half decayed, and 
the nails rusted in; consequently, in separating or i-emoving 
portions of woodwork, they are very much damaged, and, in 
many cases, are rendered quite useless. It also frequently 
happens that another obstacle presents itself, viz., the house will 
not fit another place, and we know, from sad experience, that 
it costs as much to alter such a house as to build a new one. 
We may as well mention here that we always deal with Messrs. 
Lascelles & Co., Bunhill-row, London, and find their prices 
moderate, and the articles they supply are, as a rule, first-class* 
Wood, workmanship, and shape are as near as can be, perfect, 
and, considering the price the articles are made at, it is indeed 
a remarkable fact that so few persons possess really serviceable 
glass houses. 
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]jeaa*to House. — ^The most general form of house is the 
lean-to, shown at Pig. 1. The coat of erecting one of these 



Fio. 1.— I«KiJ!r*TO Hoirs*. 

varies according to the manner in which it is built, as some 
persons have heavy sashes and timber, and, in some cases, 



Fio. 2.— Leajt-to Hoxrsi. 

ornamental glittering, fancy designs in painting, &c., all of 
which cost money, and have the disadvantage of making the 
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lu)U8e considerably darker, whicb causes the plants ** to draw " 
and makes it more difficult to keep them in good order than 
it would be in a light place devoid of supeiffiuous woodwork. 
A house, 12ft. square, built in this style, would cost at least 
£50, and in some cases it will be found that £75 will not cover 
all expenses. If, however, it is desirable to study economy, a 
house of the same size as that mentioned can be put up for 
about £35 in the style of Fig. 2. As will be seen in the figure, 
no top sashes are used, but simply ventilators, which answer 



quite 08 well; front sashes are, of course, necessary, but 
need not be bo heavy as those generally used. In the 
example before us there are three front sashes, and five glazed 
ventilators at the top, and a door at one end* The cost of 
erecting the house a few years ago was £28 17 b. 6d., without 
heating apparatus, which subsequently cost £12 10s., thus 
making a total of £41 7s. 6d. for a good house 12ft. by 8ft*, 
staging, heating, building, and all complete. ¥ow, had heavy 
sashes and timber been used, about £20 more would have 
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been charged, and, besides the additional price, a great deal 
less light would have been admitted. In this instance Sin. 
timber was used, consequently great weight was aroided, the 
staging was made to accommodate plants of a large size as 
well as small pots, each shelf being a foot wide. The uprights 
and stays were made of sound yellow deals, and the glass used 
was 21oz. Belgian, which is, by the bye, a very useful and 
serviceable article. Fig. 3 is a sectional view of the house* 



Fxo. 4 .— Obouhd Pijur or LBAjr>TO. 


We will here give the plans for a lean-to greenhouse, as no 
doubt some of our readers are amateur carpenters, and with 
a little care such persons can be their own greenhouse builders. 
We propose to take in hand a house 10ft. by 12ft., 6ft. Oin. high 
in front, and 9ft. high at back, a very handy size for general 
work. Indeed, we have seen very fine plants, and grapes 
too, grown in such a house, and it was entirely built by the 
gentleman himself. Fig. 4 is a ground plan of the house, 
showing the walls, back stage (a), path (5), front stage (c). 
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boiler and stokehole (d), and stone door sill (e); the pipes 
are shown by the dotted lines, a single flow to the comer (f), 



1*10. S.—Fbont Eletatzob of Lean-to. 

and then a double flow along the front of the house, as shown, 
with a single return back to the boiler. All must be 4in. 



Fza. 6.--S1D1 Elvtatiok of Liav*to. 

pipes or sufficient heat will not be obtained. Fig. 5 is the 
front eleration of the house. In the first place> there is a 3ft 
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brick wall around tbe house, and this must be of 9in. work if 
carried up in mortar, or 4iin. if put up with Portland cement ; 
but in any case, if the district surveyor sees the place, he will 
insist on 9in. work. A two-course footing wiU be found 
necessary for the security of the building. On the top of the 
wall a 2in. wooden plate must be laid, and well bedded in either 
mortar or cement, as the case may be. This plate should 
overlap the wall on either side, and on the outside a groove 



Fio. 7. Side Elutatioit or Lean*to. 

should be cut out with the plough to allow the water to drip 
ofE instead of running down the wall ; this is very necessary, 
or the wall soon becomes green and unsightly, besides causing 
the plate to rot where it is laid on the wall. Upright quartering 
Sin. by Sin. is used for the comers, and divisions between the 
sashes, and along the top of these, a plate 4in, by Sin. is laid 
to form the front of the roof. There are three fixed, and three 
swing lights (a) which are sufficient for all practical purposes 
rig» 6 shows the end view where the door is, and Fig. 7 the 
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other end. It will be seen that the sash bars reach from top 
to bottom of the house at the ends, and the glass is held in 
its place by iron bmds, besides the putty. By this plan there 
is no fear of the glass falling out by the jar consequent 
on the slamming of the doors, &c. The roof is shown in Fig, 8, 
and it will be at once seen by what means the ventilation is 
obtained. Four sashes 3ft. square, rising on hinges, occupy the 



Fia. 8.—Booi< TO Leav-to. 


upper portion of the roof, and the lower portion is formed of 
sash bars, a plan that greatly increases the light admitted, 
besides materially decreasing the cost of building; a Sin. by 
4in. Ijeam goes across the roof, where the top lights close down, 
and one upright support takes its bearing in the centre of this 
beam. It will be found quite an easy matter to build such a 
house as we have described, as all the parts can be purchased 
in a prepared state, and ready for use. A saving of at least 
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26 per cent, will also be effected by building bouses in this 
manner, therefore there is a double advantage in building your 
own greenhouses. If the amateur desires to make every part 
himself, he will find very minute directions in “Carpentry 
and Joinery for Amateurs.*’* 



Curved Boof House. — Where the object is to obtain the 
lightest house possible, the curvilinear foim offers the best 
design for the fulfilment of the object in view; but, at the 
same time, the price is much more than a plain lean-to, or span, 
as in many cases bent glass has to be used, and this is rather 
expensive. It is not often that amateurs go in for this style of 
house, but still, where it is desired to grow plants for exhibition, 
it is sometimes of use to have such an one. Iron is the best 
material to use for the sash bars, and in some places the whole 
of the building may be of iron, doors and staging, of course, 

* ** Oarpentzy and Joinery for Amatenn Containing foil deeeriptions of the Tariotu tools 
above Arts, together with praotloal instruct’ons for their nse. By the author 
01 Taming lor Amateurs/* World^ m ^eet Metnl/* &a In olath gilt, pthd 2s* 6^ , 
post free. loadon L. Upoott OUh 170, Strand, W.a 
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cxoeptod. Iji Fig. 9 we give a sectional view of a .house that was 
built by a good firm, and which looked very well. It was built * 
of wood and iron, and for stability it was unequalled. This 
style of house is good for conservatories or greenhouses, as the 
plants are not liable to “ di*aw so much as in ordinary lean-to 
houses, and, as before mentioned, light is a great point in the 
culture of some plants. 

KiUif-spaa Bouse. — Houses with short back roofs, or, as 
some persons call them, half-span roof (Fig. 10) are very useful. 



and as they may occupy the same positions as the lean-to houses, 
they afford greater facilities for the culture of plants in general. 
They are easily built, and may be put up by anyone who has 
any skill at carpentering, although span-roofed structures are 
more troublesome to erect than lean-to’s. The great advantage 
in using them is that a portion of the back light is utilised, 
especially where houses face north or north-west, the additional 
light and heat gained being of great sernoe. This style of 
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house is particularly useful against low walls and in similar 
situations. 

Span-roof Honso. — The span-roofed house is, however, the 
best for plant culture, where it can be erected, and, unless vines 
are grown, should take the place of all others. The cost is not 
excessive, and although more trouble to put up than a lean-to, 
anyone handy at carpentering could easily put one up. A 
handy size is 12ft. wide, and, of course, as long as desirable. 



Fiq. 11.~Spas-roo7 Horsx. 

Less width will generally be found to cramp the paths, &c., 
although 10ft. wide gives a very good centre path and side 
stages ; but if a centre stage is required, then the house must 
be of greater width. There are several styles of span-roofed 
houses, but the two examples given will be found useful for all 
general purposes. Fig. 11 shows a very cheap form of this style 
of house, and, at the same time, one that is in much favour with 
growers for the London markets, especially for soft-wooded 
stuff. As will be seen from the cut, there are no side lights ; 






i6 Greenhouse Management for Amateurs, 


the ventilation is provided for by means of sliding sashes or 
ventilators that open on hinges, as before described. As a rule, 
a central path is made about 2ft. 9im or 3ft. in width, and there 
are two side stages, or rather benches, the farthest edge of 
which is about 9in. from the glass. In the second example 
(Fig. 12) there are side lights, and, of course, the place is much 
higher and more expensive. This kind of house is useful for all 



the ordinary kinds of plants, both hard and soft wooded. It is 
also one of the best forms of house for growing specimen plants. 
Where it is possible, the best plan is to have a centre stage and 
side stages, with paths around; this allows of the proper 
distribution of the plants, and more suitable positions to some 
of them than can be obtained in a lean»to. For this reason we 
prefer a span-roofed house for all ordinary collections of plants. 
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Frames. — As these are necessary adjuncts to a greenhouse, a 
word or two on them may not come amiss here. The uses to 
which they may be put are so many and various that to 
omit a notice of them would be to omit^ one of the most 
important parts of our book. In the first place, there is 
the common melon or cucumber frame, which answers all 
ordinary purposes. It should be stood on a concrete bottom 
with a channel in front to allow the water to run clear 
away, or damp will do much damage. These common frames 
answer all practical purposes, and on account of their 
portability and the ease with which a hotbed can be made 
under them, they will be found the best for amateurs. The 
best size is that technically termed “ two-light frames,” with 
6ft. by 4ft. lights, as more lights cause a difficulty when making 
up a hotbed. We do not give an illustration of these, as they 
are so generally known. The only point is to have them made of 
the best yellow deal, as free from knots and shakes as possible, 
and painted three coats with the best lead paint. 

It is not our intention to treat of conservatories and window 
oases, as, although they are sometimes affected by wealthy 
amateurs, yet in the majority of cases the greenhouses before 
mentioned, or modifications of them, are the rule among persons 
who make a hobby of gardening themselves, and do not employ 
gardeners to do the work for them. Window cases or con- 
servatories do not therefore come within the scope of the 
present work. 
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f EATING is rather a difficult matter 

to treat, as the wants and require- 
ments of such a large community 
as amateur gardeners are so jgreat 
that one might write a volume 
without exhausting the subject. In 
the first place, the sort of green- 
house to be treated is a great con- 
sideration, for, as the term is now 
generally applied, a glazed rabbit 
hutch and a winter garden may 
equally be termed greenhouses, pro- 
vided there are a few plants in them. 
jQ We have seen “ greenhouses ” about 

4ft. by 6ft., and about 7ft. high, and 
to these no apparatus could be affixed that would heat the 
small space thoroughly, without using an extravagant amount 
of fuel in proportion to the size of the place. Of course, 
it is an easy matter to heat any place when expense is no 
object, but with the majority of gardeners the cost is one 
of the most prominent points of consideration. For many 
small places the cost of the special fuel required by some of 
the contrivances offered is a great drawback. Patent fuel 
is often objectionable, as it cannot always be obtained in 
country places. Another objection to many stoves is that the 
fire does not last a sufficient time after being made up, and the 
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consequence is that the frost gets in and destroys the whole 
of the plants. In a garden where a large amount of glass 
has to be kept at a neaidy uniform temperature, the gardeners 
have to visit the fires during the night. But there are 
few persons who would like to leave their beds on a cold, 
and, probably, frosty night, for the sake of attending the 
fire of a small house in which there is perhaps only a 
pound’s worth of plants ; and, therefore, the stove should be so 
constructed as to bum at least eight hours, if not longer. 
In the case of simple stoves that give out heat only and do not 
retain it like hot water, this slow combustion principle should 
be very nearly perfect, or failure will result. In hot water 
apparatus, of course, it is an advantage to have the fire kept 
in for as long a period as possible; but at the same time, if 
there is a sufficiency of water, heat will be given out long after 
the fire is out, and circulation has ceased. 

Nothing less than 4in. pipes should be used in a house of any 
size ; and if frost is not too severe, and the boiler and furnace 
have been fixed in a proper manner, a good heat should be 
given off for twelve hours at least. In fact, we have had 
boilers fixed under our own superintendence that would give a 
good circulation of water [hoty not warm) for fifteen hours right 
off, without any attendance during the time, but as boilers are 
very often set by country bricklayers, three or four hours’ non- 
attendance is sufficient to let the frost into the house. Heating 
by means of fiues is a very good plan where firing is no object, 
but when coals are up to 258. per ton, it will be found to be a 
case of penny wise and poimd foolish to have flues. The 
lamps or stoves to burn mineral oils serve for small places 
only, and gas is not always to be obtained. 

Seating with ISineral Oils. — The stoves for this purpose 
are of various constructions, and also degrees of utility, and 
most of them are advertised to do more work than they are 
really capable of domg in a regular way. It must be 
borne in mind that a glass house is more exigent of 
warmth than a room, and requires at least three times as 
much heat to keep out the frost in proportion to the size 

o2 
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of the structTire. What would keep a room 12ft. square 
at a nice heat would not keep the frost out of a greenhouse 6ft. 
square, unless such house was very much sheltered. Now, for 
all practical purposes, a sufficient heat must be given to keep 
out frost, and at the same time no great amount of smoke must 
be engendered by the (imperfect) combustion of the oil. To 
this end the wick after it is lighted must be turned down under 
the dome, so that a sufficient amount of oxygen shall be con- 
sumed to ensure 


the perfect com- 
bustion of the oil. 
It should also be 
remembered that 
smoke is simply 
unconsumed fuel, 
and the more smoke 
made the greater 
the amount of fuel 
that will be re- 
quired. This should 
be remembered by 
all persons who 
have the charge of 
any kind of heat- 
ing. A good stoker 
is a truly valuable 
person in either 
a dwelling or an 
engine house, and should be kept when obtained. 

But to return to our oil stoves, anyone with care may use one 
of Hinck’s or Dietz’s kerosine stoves in a house that has not 
more than 660 cubic feet of interior capacity ; over that, large 
sized stoves must be used, or more than one of the smaller size, 
but of this it is only possible to give a decisive opinion on a 
personal inspection. We would have it understood that we 
only advise the use of oil stoves for small places, as for 
larger houses other plans are more elective, and not more 
expensive. In all plans of heating, of course price is a con- 
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sideration, and therefore we advise readers to use oil stoves for 
small bouses. 

Both the Albion Lamp Go. and Dietz and Go. (Fig. 13) make a 
good form of stove for using mineral oils. They are somewhat 
similar in construction to Wright’s gas stove, and consist of a 
boiler, mineral oil lamp, and three or more hot water pipes, and 
they do their work well, and from the increased heating surface 
obtained by using hot water, a greater heat is given off than from 
a lamp alone. We have seen both in operation, and think thetn 
well worth the money charged, and all things considered, they 
will be of far more use in small conservatories than any simple 
lamp. A friend of ours who has one of each maker’s apparatus 
in use says there is no difference in the oil consumed, and the 
heat given off is about the same, while compared with the 
simple lamps, or stoves, as they are called, two of this new 
apparatus give off as much heat as, or rather raise the tem- 
perature in the small conservatory he has higher than will 
three lamps which he has been using, thus showing a clear 
saving of nearly a gallon of oil per week. Three lamps cost him 
£4 lOs., and the two apparatus in question cost him altogether 
about £6. 

Both George’s Galorigen and Bitchie’s Lux Galor, described 
further on, can be used with mineral oil lamps. 

Heating with Hot-air Stores. — Under this we class all 
the vaiious stoves that are heated with coal, coke, or cinders, 
and which give off dry heat. In the majority of cases these 
are, for more than one reason, objectionable. In the first place, 
they give off dry, overheated, and deleterious fumes, especially 
if they are made of wrought iron, and, as a natural conse- 
quence, the plants do not succeed well. In the next place, they 
are generally dirty and untidy, and, lastly, their fires have a nasty 
habit of going out when most wanted. The last objection is 
the trouble of attendance, which, if not very great, is not a 
cleanly job. Of course, very much of the pleasure of a green- 
house depends on the natui’e of the work that has to be done 
by the owner; for if there is much work of a dirty kind, the 
place soon loses favour, and then comes discontent, and eventu- 
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ally failure. In choosing a store, hare one with a cast-iron 
fire bucket, or one that is lined with fire bricks, by which means 
direct heat is kept from the wrought iron, and the fumes giren 
off are reduced to a minimum, so increasing the probabilities 
of growing plants successfully. In addition to this cast-iron 
or brick fire-pail, it is also necessary to hare some contrirance 
to bold water to be eraporated, and so tend to regulate the 
dryness caused by the store. Of course, the amount of moisture 
that is necessary will be regulated by the number of plants in 
the house, and the quantity of water giren. 

Nearly all the stores that hare chimneys answer well, with 
care in stoking and by using cinders and coke broken small 
for fuel; they must be small, or they will cake together. We 
can, howerer, only speak of Green’s Patent Suspension Stores 
from.experience, as we hare generally had hot-water apparatus 
under our charge. There are, howerer, many other stores with 
flues that answer well if they are constructed as described abore. 
It is all rery well to purchase a store without a flue for the 
reason that there is no smoke, but though no risible smoke 
exists, there are fumes of a most deadly nature both to 
plant and animal life, which get dispersed over the house in 
which the store is inclosed, and eventually ruin and destroy 
the whole of the plants. There is, indeeed, the one probability 
that the glazing of the house is so bad that sufficient draughts 
obtain admission to blow off the vapours that would otherwise 
accumulate ; but in many cases the house is comparatively 
air-tight, and so the plants die. 

The size of the stove of coui^se regulates the size of the 
house it will heat, but one of Green’s Suspension Stoves, that 
bums about a bushel and a half of fuel daily, will heat 
from 500ft. to 1500ft. of cubical capacity, according to the 
situation and exposure of the house. To a certain extent the 
space that can be heated by stoves is unlimited, but of course, 
the larger the space to be heated the greater must be the heat 
given off by the stove. A drier atmosphere will thus be ob- 
tained, and the growth of the plants will be more or less seriously 
affected. It also equally applies in heating schools, &c., with 
stores, that if there is not sufficient heating surface to give 
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off enough heat without overheating the stoves, very undesir- 
able results will follow; severe colds, itching of the eyes, and 
sometimes sore throats, are caused by this means alone, all of 
which, we venture to say, would never appear were the stoves 
sufficiently powerful to heat the place while at a comparatively low 
heat themselves. With plants the effect is very bad, and it is far 
better to have two stoves at a moderate, than one at a fierce heat. 

In fixing these stoves two things are requisite, a draught 
sufficient to keep the fire alight fairly, and sufficient piping to 
exhaust the whole of the heat before it reaches the chimney. 

The first is easy to attain if the pipes can be led into a 
chimney belonging to the dwelling hotise, but some difficulty 
will often be found in obtaining sufficient length of pipe. We 
have found it the best plan to take the pipe upright for three 
or four feet, and then turn it off at right angles, and take 
it across the house into the chimney; this, of course, allows 
of the whole of the heat being utilised, that would otherwise be 
blown out of the roof. The joints should be made good with 
red lead and oil, so that no fumes escape, and the whole is 
then complete — complete at least so far as the fixing goes; 
but the more important item of stoking still remains. This 
is a point that requires much attention, as on it the durability 
of the fire depends. In the first place, light the lire with 
shavings or paper and short pieces of wood ; when these are 
well alight put in a little coke broken small, or perhaps a few 
cinders, but no coal. If coal is used the greatest probability 
will be that the fire will cake and go out, and consequently 
the frost will get in and the plants will be lost. As soon as 
the fuel first put on is well alight, fill up the stove with dry 
fuel, and partially close the air inlet at the bottom. With a 
little care the fire may be kept well alight from eight to twelve 
hours, or as long as can reasonably be expected witti the amount 
of fuel consumed. 

Seating with Gas. — This is one of the vexed questions of 
the day, and will never be definitely settled until we can have 
gas at a good pressure throughout the night, and at a moderate 
price; and even then the risk attendant on this system of 
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heating will debar very manj persons from using it. It must 
in all oases be remembered that the low first cost of an 
apparatus of any kind does not imply that it will be cheap 
in the end; in fact, it is very often quite the reverse, as cheaply 
made articles as a rule are not so well made as those for which 
a fair price is charged. Joints and rivets are insufficiently 
fastened, plates are cracked because the holes are not drilled 
large enough, and, worse than all, the arrangements are such 
that in the case of an apparatus that depends on hot water 
for the heating medium, the water in many cases will 
not circulate. We have had a good experience of gas ap- 
paratus, and in no case have we found that the work done, 
in proportion to the cost, equals that done by good sound 
fuel in a plain conical boiler. The plates used in the manu- 
facture of gas apparatus are generally very thin, and the action 
of the gas where it bums against them soon causes them to 
break into holes, and so allow the fumes of the gas to escape, 
to the great injury of both plant and animal life. Common 
burners are. also used in many of the contrivances, and the 
result is that the gas is not thoroughly burnt, and there- 
fore an exorbitant quantity of gas has to be used in pro- 



poition to the heat obtained. A 
good burner that allows the gas to 
be well oxygenated makes veiy little 
smoke, and consequently there is not 
so great a waste of heat as where 
lai-ge deposits of soot are formed. 
All parts of the apparatus that come 
in contact with the fiame should be 
of copi)er, and where a boiler is used 
it should be entirely of copper, so 
that the greatest amount of dura- 
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There are two plans of heating with 
gas, with or without hot water. In 
the latter case, heating by means of 
the gas alone, George’s Patent Gas 
Oalorigen (Fig. 14) is about the best 
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apparatus tliere is, as by its use a current of fresb heated 
air is supplied to the interior of the place to be heated, whilst 
the products of combustion are carried out into the outer air, 
thus obviating all inconvenience that generally arises from the 
fumes of the gas. The whole apparatus is of neat appearance, 
and is constructed to bum well, independently of draughts. 

Next to the Oalorigen, a plain conical tube, with straight 
chimney, gives the best results, provided down draughts can be 
guarded against* A plain rii^ of lights impinge on the sides 
of the cone near the bottom, and of course heat it to the top, 
No bottom is required to such an apparatus, but the joints 
and seams must be perfectly sound and 
tight, and to ensure this, all joints, &c., 
should be luted with red lead and oil, 
which will make the whole tight. Open 
gas fires should on no account be used, 
as the fumes given o£^ will destroy all 
the plants. 

The Lux Oalor (Fig. 15) is also a very 
good simple gas stove for small houses. 

A is a door which opens on a Bunsen 
atmospheric burner, and B B are tubes 
in which the products of combustion 
are condensed (with the exception of the 
carbonic acid) into fluid form. These 
tubes become hot, and the heat is then 
radiated from them. 

In the more important class of appai’atus, ie., that in which 
water is used as a heating medium, there are various makes of 
more or less excellence, but all of them require the services of 
a gasfitter or hob-water engineer, to fix them to the best ad- 
vantage. In all hot- water arrangements it must be remembered 
that hot water ascends, and the cold portion contained in the 
pipes descends ; therefore it is of the greatest importance that 
the point most distant from the boiler should be the highest, 
and that this part should contain an air pipe to relieve the 
pipes from any air or vapour which may from time to time 
accumulate. It is almost useless to attempt to specify any 
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tbftt there are many that are good if property bttea p. 

The gas boiler made by Wright and Co., of Birmingham, 
of which an illustration is given (Fig. 16), is a good one, and 
does its work economically and well. The Shrewsbury gas 
boiler is also veiy good. Mr. Mussett, of Winstanley-roai 
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Olapham Junction, S.W., and Mr. W. G. Pendleton, of Walton- 
on-Thames, also make some very efficient apparatus at reason- 
able prices ; and there are many other makers who supply good 
articles at fair prices. 

We would give a word or two of advice to aU about to use 
gas for heating conservatones. In the first place, employ none 
but really competent workmen to fix the apparatus when 
bought; make all joints and crevices secure with red lead 
putty, have hot water pipes fixed so that they rise to the point 
farthest from the boiler, and, lastly, buy a good article. It is 
a good plan to have a written warranty with each apparatus, 
a warranty that specifies exactly what the boiler will do, and 
that it is in a proper order to do it. If this rule were always 
observed fewer mishaps would happen. 
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Seating loj Sot Srat«r.--Tbi$ is comparatirelj a modem 
inTention, bnt it is abont tbe cheapest and best method of 
applying heat to horticnltural purposes. Who first made a 
really practical use of hot water is rather a disputed point, 
and may possibly never be satisfactorily determined, but for 
our present purpose it is sufiSoient that it is about the only 
really good method that is in practice. Of course, it is necessary 
that a proper amount of care be paid to having a due proportion 
of heating surface to the space to be warmed, and also that 
the boiler be large enough to heat the length of pipe, but if 
these points be conceded, no method at present in use will 
give such uniform diffusion of heat as hot water will. Neither 
will the amount of fuel burned be so small in proportion to the 
results attained. Hot water is also better for plant life, as it 
does not produce that dryness of the atmosphere that is caused 
by flues or other modes of applying heated air, and the hot 
water pipes, extending the whole length of the house, cause the 
warmth to be equally distributed. 

Sealed pipes we object to, but if these are left out, so long as 
the return pipe, or any part of the return pipe, is not below the 
bottom of the boiler, a circulation can be kept up. The cheapest 
plan is to have both the flow and return pipe above the boiler, 
but still, by the use of a syphon, as we shall presently describe, 
this is not absolutely necessary. 

The golden rule in hot water work is to have this fact 
constantly in mind : hot water always ascends, while cold water 
descends, and on this success depends. An egress for air must 
be provided at the highest point of each system of pipes, and 
wherever there is a dip under a doorway or other place, other- 
wise a pai-tial vacuum will be formed, and the circulation will 
be seriously impeded, if not stopped. It must be remembered 
that all water becomes foul while confined in the pipes, and foul 
water generates gas, besides which, the fluctuation in the heat 
of the water considerably assists to draw in air from outside ; 
therefore, in all cases, air cocks or pipes should be provided 
wherever necessary. 

It is likewise very desirable that draw-off cocks should be 
placed in the boiler, and also in some of the angles of the pipes. 
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as tlie accumulation of dirt and scale makes it necessai'y to 
clean out the whole apparatus at times. Although no one 
would be 80 foolish as to fill a boiler and hot water pipes with 
dirty water, yet dirt will get in, and if not removed, causes a 
choked state of some of the smaller pipes, and a poor and 
sluggish circulation is the result. 

The connection between the boiler and pipes should be of 
IJin. or 2in. pipe, external, or IJin. gas barrel, as smaller pipes 
soon get furred up. All connections between house and house, 
or between coils, should be of 2in. cast pipe ; but between boiler 
and coil it should be as we mentioned before. Too much small 
pipe, or variation from large to small, chokes the circulation 
somewhat, and renders the heating power of a given amount 
of fuel much less. Besides, for many other reasons, avoid 
small pipes, and notably because a small pipe chokes or fui^s 
up sooner than larger ones, and sometimes where the matter is 
not thoroughly understood, a blow-up is the result, especially 
where water is much impregnated with lime or organic matter. 
We have ere now had hot- water apparatus taken to pieces, and 
have found the lin. gas barrel so encrusted, or furred, that we 
could scarcely pass an ordinary lead pencil through. Where 
there is any danger of this incrustation taking place largely, 
if the water is slightly acidulated with muriatic acid, say a half 
pint of acid to 100 gallons of water, incrustation will be very 
greatly reduced. Moi^e acid than in the proportion given must 
not be employed. Salt water should not be used for any hot- 
water apparatus, as the boiler and pipes soon get incinisted with 
saline particles, and require burning or some other method of 
cleaning to free them. 

Where pipes have to be taken underground, they should be 
carried through a brick or board trough, so constructed as to 
be water-tight, as the earth absorbs an immense quantity of 
heat. In fact, a 4in. pipe, 50ft. in length, would lose more heat 
in the soil than would one of thrice the length in a trough that 
was closed alike from air and moisture. For this reason it is a 
matter of economy that all pipes used for bottom heat be in 
a hollow chamber. 

For many reasons, it is necessary to have valves, and the 
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more simple these are the better it is for the person using 
them. For all ordinary purposes we prefer the plain throttle- 
valves, but, where pressure has to be applied, there is a specially 
strong valve for the purpose. Special valves are made for 
special purposes, but these are not ordinarily required. It is* 
a good plan to have a number of valves, although they are 
rather expensive, but it is absolutely necessary to have them 
where more than one house is heated from the same boiler. It 
is also advantageous to have one or more valves to regulate the- 
top and bottom heat in the same house, but of this we will speak 
hereafter. 

The pipes may be packed with red lead and oil putty well 
mixed with yam or tow ; with tarred yam and Portland cement; 
or, with indiarubber rings and Portland cement, or, where the 
pipes are on a firm base, with the rings alone, as in Fig. 17. 
The socket and spigot ends of two pipes (A A) are shown 
tn with the ring (B B) and Portland cement packing (0 C).. 
If not packed with 
cement, only the ring 
(B B), will be in its 
place, the cavity 
shown filled with ce- 
ment, being then left 
open. We do not 
advise the use of iron 
cement, as where it is 



Fig. 17.— Joint in Hot-watib Pipb. 


employed there is 
great liability of the 


jL A, socket and spigot ends ; B B, indiarubber ring 
C C, Portland cement packing. 


sockets splitting from unequal expansion, and where this happens 
a continual expense is incurred, for split pipes are unsafe under 


pressure. And another thing militates against the use of iron 


cement for joining pipes ; if from any cause the pipes have to- 
be taken apart, they have to be cut at the back of the socket, 
or, in fact, the socket has to be cut out, and a loose socket or 


“thimble” substituted. Gas barrel pipes are, of course, con- 
nected with union sockets. 


Two 2in. pipes should be used for bottom heat, in preference* 
to one iin. one, and in some cases Sin. pipes will be found better 
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tlian larger ones. One foot of 2in. pipe contains about 72 square 
incbes of beating surface ; 1ft. of Sin. pipe about lOSin., and 1ft. 
of 4in. pipe 144in. i and 1ft. of tbe latter should heat about 90 
cubic feet of interior capacity in an ordinary greenhouse. For 
other houses, however, more or less may be needed in propoiiion 
to size, or the plants grown. The greater the superficial area of 
the glass roof, combined with a comparatively small interior 
space, the more pipes are required to heat a given length. 

Amongst the many inventions in pipes, we do not find any to 
beat the old-fashioned plan, and therefore pass them over 
without comment. Flange pipes, joined with bolts and nuts, 
are used sometimes, but they have no advantage over the 
common form of pipe. 

The fuel used depends on the class of boiler employed, but 
there is nothing to equal clean hard coke, broken to about the 
size of hens’ eggs, if the boiler is constructed so that the 
■draught can be well regulated. Such boilers as the Independent 
conical, plain conical, and others on the slow combustion 
principle, are really the best for amateur use, and for these coke 
is most suitable, but for saddle and some other boilers, if 
properly set, coal, cinders, and refuse of almost any kind may be 
used. It is, however, very doubtful whether there is much 
saving effected or economy gained in heating a given space by 
using rubbish as fuel, and particularly if the boiler is not 
properly set or a good stoker is not at hand. There is consider- 
able art in proper stoking, and the difference between good 
and bad stoking is very great, so great, indeed, that a saving 
of 25 per cent, in fuel may be effected by a really competent 

Tnau. 

The choice of a boiler for amateur work is rather a difficult 
matter, as, unlike a gardener, who mmi do certain work com- 
pulsorily, the man who has money does not care too often to soil 
his hands, and therefore the boiler, or form of boiler, which does 
its work well and requires the least amount of attention is the 
•one most suitable. For this reason boilers which can be used on 
the slow combustion principle are the best for amateur use and 
for those who are liable to be called away at uncertain intervals. 
*Where, however, there is a staff of men kept and a large amount 
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of glass to be beated, it is necessarj that a good boiler, or, 
perhaps, two boilers, be used, as in using such, a great economy 
is effected in the fuel and labour, and, besides, one fire is not so 
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liable to be forgotten as one in a dozen. Where labour is 
plentiful and cheap it is of very little consequence whether a 
saddle, conical, Oomish, or other boiler is used, but we prefer 
the plain conical boiler, as it is easy to work, moderate in con- 
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sumption of fuel, and, where properly fixed and attended, 
certain in its action. Coke, broken to the size of eggs, is the 
best fuel, and the harder the coke the better the fire. In Fig. 18 
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A A, boiler; B B B B, flues; C, damper; D, fire lump ; E, fumaoe; F, ashpit. 

we give a sectional view of a plain conical boiler, fixed in brick- 
work, and where the buildings are permanent, this is as good a 
form of boiler as can be used. Kext in order of merit comes the 
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tubular oonioal boiler (Fig. 19), and Here certain drawbacks have 
to be contended with in setting, for, if not closely watched, 
many bricklayers will use their own ideas about the matter. 
The most common faults are either to brick dose to the tubes, 
and so make the fire bum inside where it should be dead, or 
otherwise to leave to!6 large a chimney, which causes the fire to 
bum in one place only. Set as shown, the boiler will keep going 
for twelve or fourteen hours, and heat the pipes in an efficient ^ 
manner. In both Fig. 18 and Fig. 19 the measurements are 
marked in inches. 

The saddle boiler, if well set and of sufficient size, will be 
found as good as any in an 
economical sense, and, indeed, 
it possesses many advantages. 

In the first place, cinders, 
hard or soft coals, coke, slack 
coal and clay, culm and clay, q 
or even coal and wet ashes, will 
bum and keep up the heat, 
but the boiler must be long, 
and not choked too much at the 
back. A saddle boiler should 
not be less than 3ft. long, and 
where a great length of pipe 
has to be heated, a 5ft. saddle 
is not a bit too large. The L H 
ended saddle boiler is a great 
improvement on the old one, to 
which, from careful trial, we 



prefer it. More surface is ex- 
posed to the fire, and greater 
heat is thus extracted from it. 

The Independent saddle 
boiler is veiy useful where 


Fio. 20 .— Tbi Indbpbnpbjm? Oonxcax. 


A A, iPOn Ixtilov t jb, va«« imn>« } 
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feeding lid ; O, flow pipe; H, return pipe. 


drainage is bad, and this and the next one (Fig. 20), the Inde- 


pendent conical boiler, ye perhaps the two best independent 
boilers. They are, however, much more expensive than those 
which require fixing in brickwork, but as they are absolutely 


D 
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owned by the tenant they are cheapest in the end, particularly 
where the property is only held on a short lease. 

There are dozens of forms of boiler for fixing in brickwork, 
and, properly fixed, they are, no doubt, good, but the more 
simple the boiler the better the results, as a rule, unless a brick- 
layer used to firework has the setting of them. Coil boilers we 
have but little faith in, if we except those made by Beards, and 
these are best in the larger sizes. 

As fuel has a great deal to do with the performance of 
heating apparatus, we will say one or two words on the matter. 
In the first place, such boilers as Figs. 18, 19, and 20 should be 
fed with coke or anthracite coal only, but open boilers, like the 
plain saddle, will bum almost anything. This much must, how- 
ever, be said: fuel to be most effective should be broken up 
small enough to pass through a l^in. or 2m. ring, according to 
the size of the boiler, and should be free from dust. Slack coal 
and other stuff burnt in the common saddle boiler should be on 
ioip of the fire, and should be well wetted before use, so that it 
shall cake. Coke should also be used wet, as it bums better and 
throws off more heat. Where cinders are used it is always best 
to sift them through not less than a half-inch meshed sieve,, 
as a finer sieve would hold back too much dirt, and ashes are 
of no use to bum. 

In the selection of a boiler, always have one too large for the 
work required, i.e., if you have about 100ft. of 4in. pipe to heat, 
choose a boiler that will heat nearly as much again, and then 
you will be safe in the hardest weather, and not have to “ drive 
the boiler. Always have a wrought iron boiler, as cast boilers 
are liable to split, and, should a stoppage occur in any of the 
pipes, will sometimes explode with some force, whereas a 
wrought boiler is only likely to rip or tear, so doing less 
damage. The best material for any kmd of boiler is copper, but 
the great cost — say, £60 to £70 per ton— is against it. 

We do not give plans of heating, as there is scarcely a case 
where two houses can be heated alike in all details. 

In wet places, where several housei^ at different levels have to 
be heated from one boiler, the following arrangement (Fig. 21) 
can be used, provided the return pipe is not helow the boiler. A 
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siplion from 5ft. to 15ft. high rises above the boiler, and the 
water descends through the whole of the pipes. A is top of 
boiler, B B siphon, 0 air pipe. The 
water rises in the direction of the arrows, 
the top of the siphon being the highest 
point in the whole ^stem. In working 
this plan very strong boilers ar^ neces- 
sary, and it is also desirable that the 
strongest cast pipes be used for the 
siphon. We have shown flanged pipes, 
but these are not absolutely necessary, 
as the ordinary form of socket pipe will 
answer all purposes. Good workman- 
ship is absolutely necessary, or failure 
is sure to result, the pressure in the 
boiler and siphon being so much greater 
than with the ordinary system of heat- 
ing. 

The points to be observed are : First, 
a boiler large enough for the work, as it 
is false economy to have a boiler too 
small. Secondly, that the boiler shall pia, a.— Siphok fob Hbat- 
be properly fixed. Thirdly, that the stbtS i>»8cbndi»o 
pipes are large enough and of a suffi-' A,topofboUer,BB,giphon 
cient length to heat the house properly; 
and, lastly, that an experienced hot- 

water fitter be employed for the fixing, If these points 

are attended to, success will follow. 

Keating with Fines. — This old-fashioned method is hardly 
worth describing at the present time, as it is so little used, 
but for the benefit of those who may like the plan, we give 
a few hints. In the first place, a furnace is required, and this 
must be constructed so that the flames and heat rise into the 
flue. The construction is very simple, as it consists of a 
long chamjber, about a foot high, and a little wider, if con- 
venient, with an ashpit under; it is also desirable to provide it 
with good fire bars, as the common ones soon bum thnpughu 

n 2 
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The flue should rise from the top of the furnace in a slanting 
direction, and should have no dips or sudden falls in it, or ip 
many cases failure will result, as hot air, like hot water, always 
rises. In building the flue it' will he necessary to raise it the 
thickness of a brick on edge above the floor of the house, 
and this is done by placing the brick so that the edges of two 
tiles (lOin. square) lie on each brick ; these must be well 
bedded in mortar, and when the whole of this foundation is 
laid, three bricks on edge should be built up on each side, on 
the tiles, and this should be covered in with other tiles, well 
mortared together, or the smoke will escape. The flue, when 
flnished, will have an interior size of about a foot high and from 
five to six inches wide, and as it will get very hot it will be 
necessary to use good materials. It will be found the best 
plan to employ a good bricklayer to do the work — ^if possible 
a man who is used to it — as it is necessary to have it done 
well, but, at the same time, it is far cheaper in the end 
to have a properly fitted hot-water apparatus. It will be 
found that, unless fuel is ch^p, a great loss will result in a 
very few years — ^in fact, more than would pay for the first 
cost and maintenance of a hot-water apparatus, which would, 
moreover, be of far greater practical use. The smoke, too, 
from most flues is simply a nuisance, oft times to an intolerable 
degree, whereas there is but little smoke from properly set 
boilers, for, generally, these latter consume their own smoke. 
The stoking is also a subject that few persons will undertake, 
as the fire wants attention every few hours, and, from expe- 
rience, we can confidently say that it is no pleasant job to have 
to get out of bed at three or four o’clock in the morning to look 
after the fires, and perhaps find it raining or snowing hard. 

In concluding our notice of heating we may add that a few 
mats thrown over the roof or front of a house to exclude the 
wind from the laps in the glass, will often save a great deal 
of firing, while a stout canvas cover, such as a rick cloth, if 
fastened so as to leave a space between it and the glass, will 
make a difference of several degrees. The hardier the plants 
the less heat will be required, and it is as well to keep the 
plants as hardy as possible. 




iv.-Insects. 

ET destruction, and, still more, prevention, 
be applied to insect pests, whicb are 
of more importance, and engross more 
time and cause more trouble than is 
generally allowed by amateurs. There is 
not the least excuse for having plants 
covered with insects of any kind, as they 
are all amenable to proper treatment; and 
it must always be borne in mind that a 
crop of insects most decidedly means a 
vast quantity of unprofitable work, and 
work that could be easily avoided if the 
proper method of doing things were only taken. It is not of the 
least use relying on clearing off the insects in one lot, should they 
become too numerous, ** because a few cannot do much harm,” as 
that is just where the mischief lies ; for two or three scale, or 
aphides, or red spider, multiply and grow very numerous, and 
what could have been done in half an hour a fortnight ago takes 
five or six hours now, and much damage has been done besides. 

Where it is really desired to grow plants worth looking at it is 
(ibsol'utely necessary that all insect pests should he destroyed 
when they first appear, and close attention should be given to 
this matter, for on the absence of insects the future of the 
plants depends. If an aphis or other insect is seen, crush it at 
once; or should a slug or snail leave its slimy track across a 
leaf or on the floor of the house, hunt till his death can be safely 
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registered; and if ferns or orchids appear to be eaten, do not 
rest nntil every wood-louse, beetle, and cockroach is exter- 
minated, as it is .a certain fact that where there is one now, in a 
short time there will be hundreds. No sentimental feeling 
should be allowed to get the better of us in this work, for 
sentiment and good plants will not go together. The live-and- 
let-live policy is no good in plant growing, as it does not work 
well, neither is it satisfactory so far as the results go. 

Amongst tbe insects that are injurious to pot plants may be 
enumerated aphides, thrips, red spider, scale, caterpillars, wood- 
lice, and the ordinary slugs and snails; while weevils, wire 
worms, juli, and maggots also attack some plants. The first 
three are perhaps the most troublesome, as they are so prolific, 
though in a collection of hard-wooded plants scale is very 
troublesome, but still if they are taken in time a little care will 
soon eradicate them. Wire worms and juli are not so easy to be 
rid of, as they are in the soil, and are not always suspected until 
the mischief is done, and then the matter is past recall. 
Maggots in cutting pots at times do much damage, but they are 
easily managed. Wood-lice are perhaps the most troublesome 
of all the larger insects, as there is great difficulty in persuading 
them to come and be killed. In fact, once get a stock of them 
and they remain for ever. We will take the insects we have 
named in rotation, and give some remedies that have been found 
useful for their destruction, premising that all insecticides are 
used with due care and discrimination. 

Ants. — ^In the greenhouse the presence of ants is a source of 
unmitigated trouble, and unless stopped in time, the insects 
will work great mischief. The damage done is principally 
mechanical, and the plants are not in any way injured in the 
manner that aphides or red spider cause injury, but the soil 
in the pots is disturbed, and the plants are senously injured 
by that means. As a rule, the plants die, or at least, become 
much injured by the water passing through the pots by means 
of the ant runs, instead of going through the whple of the 
soil and moistening it, and, therefore, some means must be 
taken to destroy the producers of this evil. Where there is 



Insects. 


39 


plenty of dry rotten wood, virgin cork, or other light dry 
material in which they can work, the large black ants are liable 
to put in an appearance, but the small black ant is the one 
that is most to be feared. The red ant, too, will sometimes 
be found, but not so often as the black ones, and, as the same 
methods can be used for the destruction of the whole family, 
it matters but little which attacks have to be guarded against. 

Where the ants have taken up their head-quarters in pots, the 
best, and, indeed, the only plan, is to plunge the pots in water 
for ten or twelve hours, and so drown the insects. In this it is 
necessary to use some discrimination, as balsams and plants of 
a similar nature would not do well if this treatment was often 
repeated, and hard- wooded plants at rest would in many cases 
start into growth prematurely, and thus perhaps the cure would 
be worse than the disease. As, however, in the greenhouse 
proper, the plants and the ants commence active life together as 
the weather becomes warm, this flooding is not likely to do much 
harm, but stiU some amount of judgment is necessary, as at 
times failures do occur. 

Our favourite plan, although a dangerous one, can easily be 
applied to all plants not in pots, and, as we never have a failure, 
we give it here. To half-a-pound of fine sugar add an ounce of 
white arsenic, and mix intimately with about a pound of medium 
oatmeal, keeping the whole dry. To use, spread small portions 
about the places the ants frequent, and in a very short time they 
will all disappear. Again : Two ounces of white arsenic boiled in 
about a half-pint of water, to which is added, after the mixture is 
boiled, a quaiter-pound of treacle, and allowed to cool. To use, 
dip a sponge or piece of bone in the mixture, and place near the 
haunts of the ants, or sprinkle the mixture around the hill or 
infested place, and the ants consuming it, die in gi*eat numbers. 
It is needless to state that these preparations of arsenic are 
deadly poison, and should be used only when other remedies 
fail. Great care should also be taken that the packages or 
bottles containing these mixtures are labelled “ poison, ” and 
kept in a secure place. 

Other plans are to lay shallow saucers of oil near the runs of 
the insects, in which large numbers will get killed — of course 
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oliangmg the saucers sometimes. A spouge soaked in weak 
sugar-water and placed in their runs will collect a great many, 
and if the sponge is taken up two or three times a day and 
thrown into very hot water a large quantity can be killed. A 
marrow bone is also a very good trap, the insects being scalded 
to death when a large number have congregated together; and 
there are also some other traps of a similar nature. 

Boiling water poured down the runs and nests o^ the ants 
is of much use in destroying these pests ; but perhaps the best 
and simplest plan is to see that no accumulations of soil exist 
in out-of-the-way places, and that all the brickwork, flooring, 
and woodwork is in sound condition, and free from crevices 
in which these ants can make their nests. In no case can 
carbolic acid, chloride of lime, or other offensive agents be 
used in the greenhouse, as such do more harm than the ants 
themselves. 

Aplddes. — Of these there are two that claim especial 
attention — ^the green fly {Aphis rosce) and the black or cherry fly 
{Aphis cerasi ) — ^both of which have to be combated at one time or 
another. Everyone knows the green fly, which seems to have an 
indiscriminate taste for feeding on all succulent foliage, and 
which, if taken in time, is easily kept under. There is this to 
remember, however, and that is, the harder the foliage on which 
the aphides feed the harder it is to destroy them. 

Eowler’s Insecticide, if applied as directed on the bottles, is a 
good remedy, and one that does not injure the plants. It is also 
not objectionable so far as appearance goes. 

Gishurst Compound is another very good insecticide for hard 
foliaged subjects, but it has to be washed off after twenty. four 
hours or the foliage will be much stained. It is also not 
advisable to apply this article to plants having hairy or woolly 
leaves, or to plants having tender foliage, as the results will 
frequently not be very desirable. 

Tobacco water made from the liquid expressed from pigtail,** 
^'ladies* twist,’* and similar tobaccos, and sold by most large 
seedsmen, is very useful for many subjects, but must not be 
applied to tender foliage or blooms, as it leaves a stain. The 
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strength is about a quarter ounce to the gallon of water, applied 
in the evening and washed odS in the morning following. 

Poolej’s Tobacco Powder is a vejy useful diy application, and 
should be always at hand. It is the waste tobacco from the 
large factoiies, and is mixed with lime and a small quantity of 
assafostida, but not enough to make the use of the powder 
offensive. In this state it is sold duty free, and is consequently 
much cheaper th^n snuff and quite as effective. The powder 
should be dredged or sprinkled on the plants through a small 
dredger— a penny tin pepper-box answers admirably — and 
washed off with the syiinge the next morning. If allowed to 
remain on too long it is apt to disfigure the plants, but with 
ordinary care it is one of the safest and most easily applied 
insecticides there is. Hardman’s Insect Powder, applied with 
one of the little tin French bellows to be had for a few pence of 
most chemists, is a first-rate insecticide. 

Fumigation with tobacco, tobacco paper, tobacco cloth, or any 
of the numerous preparations of tobacco that are in the market, 
is also a sure method of dealing with these pests, but it smells 
badly, which renders fumigation particularly obnoxious where 
ladies have the handling of plants. Where plants are in full 
bloom it is also very dangerous to use tobacco smoke, as it takes 
all the blooms off ; therefore, before fumigatmg any plant house, 
it is necessary to remove all the plants that may be in bloom — 
a task that cannot always be performed. The whole of the 
plants in the house 'should be fairly dry at the roots, and the 
foliage should be quite dry when fumigation has to be done, 
care also should be taken that there is no water on the leaves, 
or there is a great probability of the foliage being badly 
spotted, BO spoiling the beauty of the plants and injuring 
them as well. When all is ready, two or three pots should be 
prepared by placing some well-lighted charcoal in the bottom 
of each, and on this the fumigatmg material in a damp state 
should be placed. The material should have been previously 
prepared by tearing into small pieces, and it should be just 
damp enough not to flame, or the consequences will be disas- 
trous to the plants around. Care must be taken that the pots 
do not burst into a flame after they are lighted, but otherwise 
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no further attention is requisite. The necessary amount of 
smoke is difficult to determine accurately, but it is better to 
give two or three fumigations on alternate nights than to 
overdo the matter in the first fumigation. Of course, it is 
desirable, or rather necessary, that all the glass in the house 
is in good condition, and that extra large crevices are stopped 
up with ‘moss or other mateiial, so that the smoke shall be 
kept in the house as long as possible, or it will only be waste 
of time and material to attempt to fumigate the place. The 
morning after fumigating, the plants should be thoroughly 
syringed, and plenty of fresh air should be admitted to clear 
off the bad smell, and reduce the bad effects on the plants, if 
there is any chance of such effects occurring ; and in fact the 
place should be thoroughly cleaned out. Where the plants are 
badly infested with fly, at least three fumigations on alternate 
evenings will be necessary to destroy the young broods, but 
if taken in time one fumigation will be sufficient. Where the 
expense is not objected to, one of Dreschler’s or Tebb’s fumi- 
gators will be found to far supersede the use of pots ; or if the 
matter of a guinea is not too much, one of Brown’s patent 
fumigators will render the process of filling the house with 
smoke a not very unpleasant matter, as the operator can stand 
outside with the machine and fill it both rapidly and well 
with no further trouble than turning a handle. In fact, for the 
amateur there is no machine to beat Brown’s, as no incon- 
venience need be experienced with it. 

Other methods of destroying aphides besides those we have 
mentioned are in use, but they are not so useful to the amateur. 
If a few plants only are infested, they can be fumigated under 
a box ; but the use of some insecticide will be found preferable 
as a rule. 

Caterpillars. — Caterpillars and grubs of various kinds 
sometimes attack the foliage of plants, but the attacks are 
more particularly confined to those which have large suc- 
culent leaves, such as pelargoniums, and on these they 
show to serious disadvantage. The common butterflies do 
very great damage amongst collections of tricolour geraniums 
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and other plants of a like nature, and therefore it is a 
matter of good policy to keep them from entering the 
house if possible. This is best done by using tiffany net- 
ting, or Haythom’s netting, over all the openings ; but where 
this cannot be done it is advisable to destroy all the butter- 
flies that can be caught. Next to this, constant attention, 
so far as examining the plants and destroying the caterpillars 
go, is all that can be done, and hand-picking is the only 
real remedy. There is no application of any real service, and 
therefore it is really useless to go further into the matter. 
Hand-picking and constant attention are the only remedies, and 
without these the foliage is sure to be punctured and eaten. 

Maggots. — It frequently happens that in cutting pots a 
large white maggot puts in an appearance, and, in some cases, 
it does a great deal of damage. There is only one remedy for 
these maggots, and that is to bake the sand before using it. 
As, however, it is only in dirty sand that the maggots appear, 
cleanliness is one of the first requisites, and it is by having 
clean-washed sand that the best results can be had. If the 
maggots appear at any time, there is nothing left but to take the 
cuttings out and bake the sand. There is no application that can 
be safely applied to the pots for the destruction of these insects. 

Red Spider. — The red spider {Acwtub telarius) is one of the 
worst insects that can get into a house, and, at the same time, is 
one of the most difficult to eradicate. When the conditions 
under which they thrive best are known, it should be an easy 
matter to prevent the appearance of the spider from obtaining 
any great headway ; but at times the plants require an 
atmospheric condition that is favourable to the spider, and then 
it is that various remedies have to be employed to destroy it. A 
dry arid atmosphere, combined with dryness at the roots of the 
plants, will be almost certain to cause the red spider to put in an 
appearance, and outdoors, in very hot dry weather, the insects 
also appear, and thence gain an entry into the house. Some 
plants are more liable to the attacks of spider than others, and 
special treatment has to be given in such cases, but with the 
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ordinary stock plenty of clean water applied with the syringe to 
both surfaces of the foliage, and applied pretty often, will be 
found as good a cure as any. We have no faith in insecticides 
for this pui^ose, but there is no harm in tiying them if it is 
desired to spend money over the matter. 

Where it is not convenient to use the syringe, sulphur can be 
dusted over, or rather under, the foliage and blown ofE with a 
pair of bellows in a few hours, and in many cases this will be an 
effectual cure, but care must be taken that the foliage is not 
injured by the sulphur. To this end it is desirable that the full 
sun should not be allowed to reach the foliage while the sulphur 
is on, as the fumes given off would perhaps do injury. 

Another good plan where there is much spider is to paint the 
hot-water pipes with a mixture of sulphur and clay, and then to 
warm the pipes to a nice heat, about as warm as the hand can 
bear comfortably, as if the heat is too great the plants will 
suffer from the fumes. In fact, this process should only be 
attempted by persons who are conversant with fumigating with 
sulphur, or serious effects may be caused. 

A modification of the above is to heat some bricks in boiling 
water, and when nearly at the boiling heat they should be taken 
into the house and sprinkled with fiowers of sulphur. On no 
account must the bricks be placed under tender or delicate 
plants, nor should they be placed so that the streams of ascending 
fumes impinge on any climbers on the roof, or the foliage will 
be seriously damaged. In no case must the bricks be heated in 
a fire. 

Where practicable, the cold-water cure is, however, the best, 
and gives the least trouble, and therefore it is the safest in the 
hands of the amateur. The sulphur remedies require care to 
use safely, and in unpractised hands often do more harm than 
the red spider. 

Snails and Sings. — ^These are often introduced in the 
pots in which are dose-growing plants, and it is therefore 
obvious that too great care cannot be taken to insure the 
deanlinesB of both pots and plants. In all cases before 
introducing pots into the greenhouse or conservatory they 
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should be examined carefully, especially in the drainage holes, 
to see that neither the black nor white slugs are concealed 
about them ; and the plants should also be looked over to see 
that they are clear from insects, as one or two slugs or snails 
will do damage to the extent of several pounds amongst valuable 
plants. Faulty brickwork, badly-arranged ventilators, and dirty 
houses, aU tend to render it more difficult to exclude slugs and 
snails, and therefore these points should be carefully attended 
to, on the reasoning that prevention is better than cure. Hand- 
picking is the only way by which the number of these pests can 
be reduced, and we always make it a rule that if a trace of 
either slug or snail is seen, it should be traced to the end and 
the insect destroyed. There is no application that will desti^oy 
or deter these insects in the greenhouse, but outdoors soot and 
lime are useful. 

Little heaps of wet bran laid about will attract the slugs, as 
will also cabbage leaves, and, in fact, any rubbish will attract 
them. Hence the necessity of great cleanliness in and about 
the houses. 

Scale. — This is a very troublesome insect when once well 
established, and great care is necessary where it exists, as it 
soon spreads to other plants, and renders them comparatively 
valueless. There ai'e two kinds of scale— the brown and the 
white — that are common, although there is, according to some 
authorities, a large variety, various trees having their own 
especial scale insect ; but this we will not discuss. Suffice it to 
say that the brown scale is all that the amateur can wish for 
without having a dozen or more to contend with. Scale renders 
the plants unsightly, and does an immensity of damage, so that 
it is a matter of wgent necessity that it should be destroyed 
ere it gets established, or the house will never be clear. Of 
course, if taken in time, before there are many insects on the 
plants, but little harm, comparatively, will be done ; but woe to 
the neglectful gardener who just lets the plants alone because 
there are only two or three " scale on them. We can assure 
our readers that nothing is more prejudicial to the appearance 
of the plants than this mode of doing work, and it should be. 
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tlierefore, most carefully avoided ; and anyone takes the 
destruction of insects in hand before they have had time to 
become established — especially in the case of scale — will find 
that the battle is won, whereas if the scale have once the upper 
hand, only a losing war can be waged against them. 

The metho<ls of destroying scale are not numerous, and 
they are veiy simple, albeit rather tedious. In the first place, 
all the insects must be cleaned off, and then the stems of 
the plants should be washed with tobacco water, to which soft 
soap has been added in the proportion of two ounces to the 
gallon. After cleaning the plants, the surface soil of the pots 
should be carefully cleared off to the depth of from a half -inch 
to an inch, and fresh soil added to fill up the vacancy thus 
caused. If the scale again appears, the process must be again 
repeated, nor the insects allowed to attain too large a size before 
commencing operations against them. 

Another plan is to apply weak size water with a syringe to 
plants such as oranges, camellias, and similar smooth-leaved 
subjects, and washing off with lukewarm water forcibly applied 
with a syringe after twenty-four hours. On no account must 
this be applied to hairy-leaved plants, or where there would be 
great difficulty in its speedy removal, for in such cases the 
remedy is as bad as the disease. The first is the better plan for 
the amateur to adopt. 

Tlirips* — These are perhaps one of the worst pests with 
which plants can become infested, as they are both very small 
and tenacious of life, while they multiply to a prodigious extent 
in a very short time. No plant that they are at least partial to 
long escapes their attacks, and therefore it is very desirable 
that, as soon as they appear, some steps «hould be taken to 
destroy them. The general cause of their overrunning a house 
is, plants are purchased containing more or less of their 
number, and thence they spread to other plants before they are 
noticed. It is necessary to use some thorough methods of 
destruction with them, and, whether fumigation is applied, or 
some liquid insecticide is used, it is necessary that it shall be 
repeated more than once, or in a few days the plants will be as 
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badly infested as before. Tumigating for three alternate nights 
is a good remedy; but it is necessary that no plants be in 
bloom in the house, or the bloom will all fall off, Por full 
directions for fumigating, see under “Aphides.” 

Fowler’s Insecticide is a good application, if applied on three 
alternate evenings; and where it is possible from the hardy 
nature of the plant to apply it, tobacco water made from the 
liqxiid previously mentioned is good. 

Simpson’s Antidote, Gishurst Compound, and various other 
insecticides are of use for destroying thrips, and, therefore, 
we need only add that constant attention is the chief point to 
be looked to. 

Wireworm. — These are one of the greatest nuisances that 
it is possible for a gardener to be plagued with, especially in the 
case of the grower of carnations, pinks, stocks, and similar 
plants. There is no application that can be made to the soil 
for the destruction or eradication of these pests, and all that 
remains is to pull the soil in pieces by hand, or to bake it, but 
fche latter process we object to, as it drives off some of the 
more useful chemical constituents. 

In the preparation of all soil likely to contain these insects, 
it is desirable that it shall be carefully pulled into such smaD 
pieces as will not conceal them, unless, indeed, they be ^almost 
invisible ; and when caught each worm should either be divided 
or else consigned to the fire. If it is considered more desir- 
able to bake the earth, this operation should be done in such 
a manner as not to destroy the fibres in the soil, but it must 
be continued for such a time as to render the compost dust dry, 
and dry up any wireworm that is concealed therein. The same 
treatment applies to juli, but these are not very often present. 
In no case must soil be boiled, as is often recommended, as 
boiling destroys its texture, thus entirely unfitting it for the 
growth of plants. 

WeevilB. — These sometimes give trouble where vines are 
grown, and they are not easily caught. The only effectual 
plan is to spread a sheet of paper or a white cloth under 
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the infested plants, and at night to come out with a light and 
shake the insects ofE and crush them. If, however, ordinary care 
in the destruction of the common insects of the house is per- 
sisted in, weevils of no kind will trouble the amateur, that is if 
the place is kept clean ; but, as we said before, unless cleanliness 
maintained, a clean bill, as regards insects, cannot be 
returned. 

Woodliee. — These do much harm to ferns, tubers, and 
various of the ordinary greenhouse plants, paring or rasping 
off the outside cuticle, and then eating their way into the 
interior of the stems, &c. Woodliee are a sure accompaniment 
of dii*t and decay of all kinds, and the cause removed, their 
number soon dwindles. Various methods are employed to 
destroy these pests, but only with partial success, as they 
seem to resist all allurements whatever. The best plan that 
we have found to succeed in practice was to fill a pot full 
of dirty moss, to which a few crumbs of potato were added, 
and leave the pot in one of their favourite haunts for a 
few days, then taking it up and dropping the contents into a 
pail of hot water, ridding the place of large numbers each time 
of operating. 

Another plan is to place raw potatoes, scooped out in the 
centre^ about their haunts, and to shake the woodliee into 
a pail of hot water each morning; and, indeed, almost any 
root will answer for this purpose, and a moderately large 
turnip is a good trap when several fair-sized holes are bored 
in it. 

A very effectual trap is to obtain some dry horse droppings, 
and to mix a few potato parings amongst them ; place in 
shallow boxes in dark places, and once a week empty the whole 
into a fire or a pail of boiling water, by which means vast 
quantities will be destroyed. Pouring boiling water around 
the crevices where they mostly congregate is also effectual, 
but the best plan is to stop all cracks and crevices in brickwork 
and wood, to have sound, clean floors, thoroughly lime-whited 
walls, and to keep a few toads about the place. Thorough 
cleanliness is the greatest enemy of woodliee. 
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Mildew. — Althougli this is not an insect, or the effect of 
insects, yet we give it a place here, as it has to be largely com- 
bated in badly -ventilated or badly -managed houses. It is 
simply the result of a warm, moist, and stagnomt atmosphere,* 
and if this is not maintained mildew will rarely appear. In 
a well -ventilated house mildew is not often troublesome. 

Ewing’s composition is a good cure for this disease, as is also 
flowers of sulphur applied one day and blown off the next. 
With care, however, the plants will easily be kept free from 
mildew, and where our directions are carried out not one of ihe 
pests mentioned above will give much trouble. 

In “ Garden Pests and their Eradication, we have described 
many other insects, which occasionally give trouble in the green- 
house, with the beat method of destroying them, and we must 
refer our readers to that work should they unfortunately require 
further information on the subject than is contained in this 
chapter. 

* “Garden Pestq and their Eradication”: Containing Practical In'structlons for the 
Amateur to Overcome the Enemies of the Garden. With numerous ntmtiations. In paper, 
pnoe 1*., post free, London : L. Upcott Gill, 170, Btrand, W.O. 




vi.-Dictionary of Plants. 

BEIJA.— Hardy hard-wooded shrub ; grown 
for its flowers. Minimum temperature, 
30deg. These are very ornamental and are 
well suited for the cold greenhouse, either 
trained on treUises or grown as pot plants. 
They form very neat bushes, from 18in. to 
3ft. high, and when the blooms expand at the 
ends of the shoots, either in twos or threes, or 
perhaps singly, they have a very fine effect. The blooms are 
about 2in. long, and divide at the top into five segments. In 
appearance, the plants are like large daphnes, save as to the 
flowers. They are very floriferous when well grown, and are of 
very easy culture, growing well in a compost of peat and loam 
in equal parts, to which a sufficient quantity of sharp sand has 
been added. The care required is not much — simply watering, 
<fcc. — ^treatment as hardy plants being, in fact, sufficient. Of 
course they will bloom earlier in the house than out of doors, 
but forcing is not a desirable point with them. Such treatment 
as recommended to camellias suits these evergreens well. 

Propagation is performed by inserting cuttings in pots of 
well drained compost of sand and loam, taking the cuttings . 
when the plants are at rest. As, however, propagation is best 
done in houses devoted to this class of work, the amateur 
will generally find it better to purchase small plants at a 
nprseiy. 

The better of the two varieties is A. fiorihundut which bears 
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observed to prevent the plants being starved, as such starving 
tends to an early maturity, when tbe blooms are either to a 
large extent abortive, or they are small and stunted, ■while the 
plant itself is so diminished in size, injured in constitution, 
and the foliage so small and distorted, as to leave much doubt as 
to the identity of the variety itself. Insects are also very ob- 
jectionable for the same reason, as well as from the mechanical 
harm they do in devouring the foliage, and, as it were, destroying 
the lungs of the plants. 

The chief points in growing annuals are slow and steady 
growth, giving sturdy and firm habit, and -with those plants 
which are from any reason too slender or weak to support them- 
selves, a careful training and supporting by artificial means. 
Great care is also necessary to ensure a sturdy growth under 
glass, and the best means of preventing the plants drawing to 
an undue extent is to afford them as much air as possible, and 
to keep them as near the glass as their individual habits will 
allow. 

Hardy Annuals are only of real practical utility for early 
work, i.e., until about June, and therefore it is necessary that 
they be sown in the September previous. The way we grow 
hardy annuals for this and som€f other purposes is as follows : 
In the second week in September seed is sown of the various 
plants we require to stand the “winter and the seed beds are well 
attended to until the plants are large enough to handle. Some 
beds of poor and rather sandy soil are then prepared, so that 
the glass of the lights does not stand above Gin. or 7in. from 
the soil. Into these beds the plants are transplanted, being 
set about three inches apart each way, or, with very slender 
things, two inches apart. After planting, the beds have a good 
soaking of water, and the lights are kept closed for a few days, 
but after a week the lights are removed on every favouraole 
opportunity, and open at all times, except in frost or fog. The 
plants are prevented from becoming frozen, and the supply of 
moisture is so regulated that there is no rotting off during 
the winter months, and insects are kept in check. If fumigation 
has to be resorted to, great care is taken that the foliage is 

B 2 
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perfectly dry, or the results would be most disastrous, the smoke 
having a great tendency to destroy it when it is damp. About 
February or March, according to the situation of the garden and 
earliness of the season, the plants are carefully taken up and 
potted in four or six-inch pots, in a good rich sandy com- 
post, and a fair amount of drainage afforded. The soil is in a 
moist but not wet state, and, after potting, the plants stand for 
a day or two before watering. If, after potting, they are taken 
into a greenhouse at a temperature of about 45deg., and there 
placed in a light position near the glass, kept watered, and 
otherwise attended to, they soon come into bloom, and when 
fully out are removed where they are required. Successional 
batches are taken in as needed, and after the middle of April 
they either remain in the frames or are removed to the cold 
house as desired. 

The following sorts are useful for the above purposes, and, 
grown as described, will not fail to give satisfaction : Agrostemma 
coeli-rosa, rose; Asperula azurea setosa, blue; Bartonia aureay 
yellow; Cacalia aurea, orange; 0. coccinea, scarlet; Calandrinia 
grandi flora, rose; C. speciosa, purple; Candytuft, the purple and 
crimson varieties; Chrysanthemum Dunnettii, double white and 
double golden; C. Burridgeanum, crimson and white; ClarJcia 
pulchella, var. Tom Thumb, rose ; 0. p., var, Tom Thumb, alba, 
white ; Collinsia bicolor, lilac and white ; C. multicolor, crimson, 
black and white ; Convolvulus minor, various ; Coreopsis nigra 
nana, dai*k red ; Erysimum PerofsTcianum, orange ; Eucharidiwnv 
grandiflorum, red; E> g. roseum, rose; Qilia minima coerulea, 
blue ; Godetia, The Bride, white and crimson ; Godetia Whitneyi, 
blush and crimson; Godetia, Lady Albemarle, carmine; Gyp- 
sophila elegans, lilac; Hibiscus Africanus major, primrose; H 
calisureus, crimson, with black eye; Jacoboea, in double crimson, 
purple, rose, and white; Eaulfussia amelloides, blue; Lark- 
spurs in variety; Leptosiphons in various colours; Malope 
grandijlora, crimson ; Mignonette ; Mimulus in variety, which 
can be treated as annuals, although they are strictly perennials ; 
Nasturtiums of the Tom Thumb section; Nemophila insignis, 
blue; N, L grandiflora, Wmq \ N, i, marginata,\>bie> and white; 
N, atomaria ccelestis oculata, blue with black centre; N, dis- 
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coidalis, black ; Nigellaf botb blue and purple ; Banvitalia pro- 
cumbens, botb single and double, yellow ; BaponaHa Calahricaf 
pink ; Bilene pendula comp acta, rose pink ; Yirginian Stock, red 
and white; Viscaria oculata natia, pink; V, elegans picta, crimson 
and white; Whitla/via gloodnoides, white and blue; and Zea 
japonica variegata, variegated maize. 

Half-hardy Axmiials, unlike hardy annuals, will not stand 
the winter in frames, but such sorts as are sown in autiunn must be 
kept in pots or in store pots through the winter. Take lobelias, 
for instance — ^it is rare that anyone can obtain the plants of a 
sufficient size if sown in spring, but if sown in August, and 
pricked off into store pots or boxes, they can be wintered well, 
and in spring when potted off they make fine plants. Some 
things, such as marigolds, ageratum, one or two of the 
amaranthuses, Eucnide hartonioides, tobacco, perilla, ricinus, 
&c., if sown in the end of August, and kept in a light house 
during the winter, do much better than if sown in spring ; at 
the same time it is too difficult an operation for the majority 
of amateurs. There is, of course, a little difficulty in keeping 
annuals in a house, as they require plenty of light and air, and 
not too much moisture, while the compost should be light and 
fairly rich. A temperature of about 40deg. is also necessary, 
but many degrees higher or lower will cause the plants to run 
up dwindly or else fog off, either of which renders the trouble 
taken of no avail. Where plants are kept in the manner 
described above, they should be potted off in March and gradu- 
ally hardened to plant out in May. 

The best plan for amateurs to adopt is to sow the seeds 
of the various half-hardy annuals in heat in January, and 
gradually grow the plants on in warm frames, or in a green- 
house, imtil April, when they should be transferred to the 
frames to harden off preparatory to planting out in May. By 
doing this, good results are obtained without the trouble of 
keeping through the winter. Well-drained seed pans or pots 
should be prepared in January, and a compost used of rich light 
soil ; these pans should be well watered and set aside for some 
hours to drain. The seeds should be sown evenly and thinly 
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over tlie surface of the soil, and then covered with their own 
thickness of fine eandy compost. When placed in the position 
they are to occupy, each pot should be covered with a sheet of 
glass, and in a short time the young plants will appear. It is not 
advisable to water the pots overhead; the better plan is to 
stand each pot in a tub of water reaching to the rim of the pot 
only, and when the water soaks through, the pots should be set 
aside to drain, and then returned to their places, unless there is 
plenty of drainage at their own spot, when they can be put there 
as soon as they are removed from the tub. When the seeds 
have fairly commenced growth the glasses should be gradually 
removed, and the heat gi'adually diminished, air at the same time 
being admitted to the plants in proportion to the rate at which 
heat is taken off. When in rough leaf they should be potted off 
into single pots, or two or three in a pot, according to the size 
of the plants and the purpose for which they are intended. If 
for indoor use they should be put into small 60-sized pots, and 
thence transferred to 4in. pots when the roots kiss the sides of 
the pots ; but if for outside work they should — ^with the excep- 
tion of such things as ricinus — be stood where they are to 
remain until planted out. Plenty of drainage and a fairly rich 
and light soil are necessary for the well-being of the plants, 
whether grown in or outdoors. The general treatment is the 
same as for half-hardy soft- wooded plants if grown indoors; 
therefore we shall not refer to it further here. 

For sorts of half-hardy annuals select from the following, 
those marked with an asterisk being most suitable for house 
decoration; Ahronia umhellata, rose; *Acrocliniuin roseum, 
rose; *A. roaeum albvm, white ; Alomoa Waracewiczii comjpacta, 
scarlet ; Amaranihvta tricolor^ hicolor, and melcmchoUcus ruber, 
fine foliage plants; Arctotia hreviacapa, orange; ^Asters of 
sorts (to be sown in March); ^Begonia aedeni Victoria, various 
colours ; ^Clinionia pulehella, purple and yellow; *0. pulchella 
alba, white ; Convolvulus of sorts, various colours ; Datura 
eeratocaulon, pink and white ; D, chlorantha fl.-pL, white ; the 
daturas are very fine for borders ; * Euonide bartonioidea, 
yellow ; Fenzlia dianlhiflora, rosy lilac ; Gaillardia amblyodon, 
deep red; Helichryaum brachyrinchum, yellow; Melipterum 
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Smdfordii, yellow ; loe Plant, wldte ; Ipomoea Learii, violet and 
bine ; L ruhro ccerulea, sky blue ; I. r. c, alha, white ; these 
three are fine for greenhouse work, other Ipomosas are useful 
for outside decoration ; marigolds, in variety : Ma/rtynia 
fragram, crimson; ’^Meaemhryanthemum tricolor, crimson and 
white; M. t album, white, both useful for hot situations; 
Nameaia versicolor compacta, various colours; Nicotiana vir^ 
ginica, pink; N. grandiflora purpurea, purple; macrophylla 
gigantea, pink ; Nvctennia Capensis, white ; Perilla Naaikin^ 
ensia and P. atro purpwrea ladniatua, bedding foliage plants ; 
Phlox Drummondii, various; *Portulacoa, of sorts, stands 
heat well; ^Bhodanthe, of sorts, various; Bidnua, various 
coloured foliage; Salpigloaaia cdropwrpv/rea, purple; 8. coccvnea, 
scarlet; *8chizanihua, of sorts; Stocks, of sorts; Tagetea aig~ 
nata pumila, yellow, excellent for bedding purposes ; Waitzia 
av/rea, yellow; W. coryrriboaa, various; and Zvnma, of sorts, 
various colours, most useful for bedding purposes. The 
above do not comprise some for which we shall give special 
treatment. 

Tender Annuals differ from the preceding, inasmuch as 
they require to be grown under glass for the greater part, if not for 
all the time of their existence. Balsams, cockscombs, and such 
like are tender annuals, and as they well repay any trouble in 
their culture, we have given separate instructions for their 
growth under their own headings in the “ Dictionary of Plants.'^ 
The chief points to be seen to are a light house in which 
to grow the plants, and a careful system of attention by which 
the plants will be kept as stocky as possible, as long, lanky 
plants are not good to look upon. 

Hftiffing Seeds. — ^Besides annuals, there are a large number 
of plants that can be raised from seeds, and, as they are often 
difficult to manage, it wiU not be amiss to give a few hints on 
the subject. The pot or pan in which the seeds are to be sown 
should be about one-third dlled with crocks, and the soil should 
then be filed in to within about half an inch of the top, and 
gently compressed by tapping the bottom of the pot on the bench. 
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The pots should then be stood in a tub of water, up to the rims, 
until the water soaks through to the surface, and then be set 
aside to drain. When drained clear of all superfluous water, the 
seeds can be sown on the surface, and a covering of flne soil 
placed over them; this covering of soil not to exceed the 
thickness of the seeds themselves. With very small fine seeds 
it is not desirable to cover at all with soil, but rather cover the 
pot with a sheet of glass, and keep shaded until the seeds 
germinate. In fact, with all but the larger seeds, it is desirable 
that a sheet of glass be laid over the pot or^an in which they 
are sown, as by this means undue evaporation is prevented, and 
a more equable moisture both in the soil and atmosphere is 
maintained. These points are particularly important in the 
case of old seeds, or those where from any cause the ger- 
minating powers ai’e feeble, such as is the case in seeds ripened 
under adverse conditions, or which have not ripened on the 
plant, although they have attained their full size ; indeed, too 
much care cannot be taken to insure the proper conditions under 
which the seeds will germinate. While on this subject we may 
as well mention that there are but few seeds that will germinate 
properly in a lower temperature than 45deg., and for the majority 
of comparatively hardy plants that are raised under glass a 
temperature of from 50deg. to 60deg. is most advantageous to 
the raiser. With greenhouse plants generally the seeds should 
be subjected to a heat of from 50deg. to 75deg., according to the 
class of plants; and in palms, acacias, and some other hard 
seeds, a temperature of from 76deg. to lOSdeg. will not be too 
much, provided that a moist atmosphere is at the same time 
equally maintained. 

Watering is a very important subject where seeds are con- 
cerned, for, unless this is done properly and in a consistent 
manner, the seeds will either rot in the soil or else the young 
plants will fog off ere they attain to sufficient size for potting 
off. It is useless to slop water around indiscriminately: far 
better leave the soil dry, as then the compost would not be 
destroyed if the seeds or plants wpe. What is required is 
sufficient judgment to tell when water is required, and to know 
how to apply it. Where large quantities of pots are used for 
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raising seeds, it is a good plan to keep a large square washing- 
tray, but where only a few are used an ordinary tub is sufficient 
for the watering process. The way to apply water is to stand 
the pots in water to the rims, and to allow them to remain so 
until the water has soaked up to the surface of the soil ; by this 
method the whole of the soil becomes thoroughly moistened and 
the tender plants are not wetted, a matter of some importance. 
It is important to add that the water shoidd be of the same 
temperature as the house, or the roots will be chilled, and 
the plants will, consequently, receive a more or less severe 
check. 

The soil in which seeds are raised should be of a sandy, 
friable nature, so that when the plants are raised from the soil 
for the purpose of repotting, there will be a quantity of the soil 
adhering to the fibrous roots; but, at the same time, it is 
absolutely necessary that the soil shall be of such a nature that 
it breaks up freely without injuring the roots. On these points, 
however, the best medium is only attained by a little practice, 
and if a whole page were written on this subject but little 
practical service would be done. 

In potting off the seedling plants, care should be taken to 
shift them ere they become too large, and, for a few days, they 
should receive as nearly as possible the same treatment as 
before, and then they can be gradually brought round to that 
which they are to deceive for the future. In no case should 
violent changes, either of soil or temperature, be indulged in, 
and the treatment should always be as consistent as possible 
with the recognised methods of culture. 

Propagation. — This is one of the most difficult parts of plant 
culture, and, unless proper conveniences exist, there are only 
a comparatively few plants that can be readily propagated 
by the general amateur. In nature, plants are most generally 
increased by means of seeds, offsets, and stolons, or runners; 
but in an artificial state cuttings, layers, and root division 
are resorted to, and to meet the exigencies of ti’ade these modes 
of propagation are carried on to such an extent that the plants 
become partially exhausted by the rapidity with which they 
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are multiplied, and their inability to become sufficiently 
matured before being propagated from. If we take the ordinary 
scarlet pelargonium as an instance, the plant as raised from 
the seed is very robust, and with the general run of plants 
will attain a height of 5ft. or 6ft. if a little cai*e is taken; 
but let the plants be of sufficiently high merit to create a 
demand, and it will be troublesome to make one of the 
young plants attain a height of 2ft. or 3ft. This we have 
practically tried when raising large standard plants, it being 
far easier to graft good varieties on the top of seedling stems 
than to attempt to raise standards on their own bottoms; while 
seedlings do best on their own roots, simply because they are 
not exhausted by undue multiplication. 

Such plants as can be propagated by layers do not generally 
deteriorate in so great a degree as those raised from cuttings, 
and the deterioration is very much slower, but still, in time 
the habit of the plant is in more or less degree changed. 

Where the plants propagate themselves by offsets or stolons, 
but little deterioration ensues, but still there is a tendency to 
deteriorate in a florist’s point of view. In fact, the propagation 
of any kind of plant, if it has been improved, or in any way 
altered from its natural form, notwithstanding the care with 
which it is done, tends to cause the plant to revert in a greater 
or less degree to what it was naturally. Excessive propagation 
tends to weaken the plant to a vast exlint, and, therefore, 
where possible it should be avoided. It is far better to have 
double the number of stock plants than to risk the loss of 
quality caused by over propagation. 

In striking cuttings it is necessary that a free sandy soil 
be used, and that the pots be well drained, also that the pots 
are clean. The cuttings should be made of a moderate length 
only, and should be cut close below a leaf, with a sharp, 
smooth -edged knife. The cut should not be slanting, but 
should be directly across the stem, so that the smallest possible 
wound is made — ^with the exception of cuttings made from 
deciduous .shrubs in winter. With soft- wooded plants of a 
sappy nature, it is advisable that a few hours should elapse 
between the making and inserting of the cuttings; but with 
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such things as fuchsias, y^rbenas, and other plants of a like 
habit that have to be struck in bottom heat, the fresher the 
cutting is the quicker will it root — at least, such is our expe- 
rience. The soil in which cuttings (with the exception of 
succulents) are inserted should be fairly moist, or in a good 
state for ordinary potting, and on the top of the soil a half- 
inch of sharp, diy, silver sand should be placed, which, as 
the dibble is removed and the cutting inserted, fills the space 
between the cutting and the soil, and so tends to cause a more 
certain result. After the cuttings are inserted it is a good 
plan to water the pots to settle the soil around them, and 
after that the watering must depend on the requirements of 
the plants, as no fixed rules can be made on these points, the 
amount of water required wholly depending on circumstances 
over which the grower alone has control. 

As to the varieties and species of plants to be raised in 
heat, these can only be ascertained by practice, as some persons 
can raise plants best in heat, while others do this better in 
the ordinary house, and hints on the subject are given with 
the ordinary cultural directions in the “Dictionary of Plants.” 
In all cases with hard-wooded subjects, it is better to purchase 
young plants from a nursery. 

Layering consists of pegging a shoot or shoots of the subject 
to be increased into a pot of soil, or into the borders out doors, 
£LB the case may require, first making a slit in the under side 
of the shoot. 

Runners of plants should be pegged down on the surface 
of a pot of soil, and when well rooted the connection with the 
parent plant can be separated. For this purpose the ordinaiy 
soil and treatment afforded to the parent plant are all that is 
necessary, except that the supply of moisture must be carefully 
looked to, so that the young plants are not rotted by an undue 
supply. 

Offsets and divisions of the plants, as a rule, are very simple, 
the plants thus obtained being iareated in the same manner as the 
old plants, with the exception of not being allowed to bloom, 
and more attention being paid to watering, t&c. 

Striking cuttings in water and similar devices we do not 
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hold with; still they are at times practised with more or 
less success; but, as a rule, the young plants thus obtained 
do very poorly, as the roots are very fragile, and get much 
damaged in potting off. We would rather lose haK the cuttings 
in the ordinary methods of propagation than strike the cuttings 
in water and have such enfeebled plants as to be of no service 
when grown. In no case is it at all advisable to use methods 
that tend to weaken the plants, as from experience we find 
that amateurs generally have enough trouble with the most 
robust and healthy subjects, leaving out those which are 
rendered difficult of culture by unfair propagation. 

The temperature in which cuttings emit roots varies, but 
for general purposes a temperature of about 60deg. will be found 
the most useful, unless, indeed, bottom heat is required, and 
then from 65deg. to 85deg,, according to the subjects, will be 
found desirable. Care must always be taken that too great a 
heat, or too moist an atmosphere, is not maintained, or the 
results will not be of the most satisfactory kind. Of course, 
with stove subjects that luxuriate in a moist heat, the condi- 
tions under which the cuttings are struck must be somewhat 
similar to that in which the plants grow, but with the ordinary 
stock of the greenhouse great heat and moisture are quite 
unnecessary, so far as good work is concerned. 

It is useless to attempt to strike plants of the ordinary 
character in an arid atmosphere, as they rarely succeed; and 
if — as should be the case — the foliage is left on the cuttings, 
the undue evaporation set up by such a method will cause both 
foliage and stem to shrivel, and so prevent the attainment of 
the end desired. 

So soon as any kind of cuttings are well rooted, it is generally 
desirable that they should be potted off, and this operation 
should be carefully done, or the roots will be damaged, and, in 
some cases, wholly destroyed, which, of course, means the 
partial or complete destruction of the plants; in fact, the 
loss of part of the roots at this period of the plant’s existence is 
felt for a long period afterwards, and with slow-rooting plants 
it frequently causes failure. Too great care cannot possibly 
be taken to keep the roots intact if real success is desired. 
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Where plants are rooted in heat, the soil used for re-potting 
should be of the same temperature as that from which the 
plants are taken, and the plants should be replaced in heat 
for a few days until the roots have taken hold of the new soil, or 
the chill given consequent on the change to a cooler temperature 
will almost inevitably cause a severe check, from which it is 
possible they may not recover until too late. All plants raised 
in heat should be gradually hardened off, so that all checks are 
avoided. 




V. -Cultural Directions. 

Annuals — Raising Seeds — 
Peopagation. 

the decoration of either greenhouse 
or conservatory, whether heated or 
not, annuals form most important 
decorative subjects, and as some of 
these are of a particularly flori- 
ferous nature, they make a vast 
display amongst plants that are 
quite devoid of bloom, leaving out 
of the question the advantage they 
have when mixed with other bloom- 
ing plants. A few hardy annuals 
in pots come in very handily early 
in the season, particularly Nemo^ 
phila insignia and Collinsia hieolor, 
both of which are very easy to grow, and are also very effective. 
We have found that in a cold house hardy annuals form a very 
important feature, and plants grown as we shall hereafter describe 
answer every expectation, and more than repay any trouble taken 
with them. Th^ chief point with annuals is to obtain plants that 
are fully developed, and to gain this, as long a season of growth 
as possible must be accorded them. Whether we take green- 
house annuals proper, or hardy annuals, great care must be 
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reddish pink blooms, and is the more floriferous. A, triflora 
does not produce its red flowers so freely as the other, and is not 
so well suited to house culture, but still at times it is very useful 
as a change. 

Abutilon. — Greenhouse hard-wooded plant; grown for 
foliage and flowers. Minimum temperature, 36deg. This is a 
class of plants which, if well grown, are very beautiful, and 
deserve a place in every collection, and more particularly where 
heat can be given in the winter, as they will bloom well at that 
time. The Abutilons are erect-growing plants, with foliage 
somewhat resembling maple leaves, and bear rather bell-shaped 
axillary flowers. They attain a height of from 3ft. to 5ft., but 
should be kept down by pruning. Some varieties have varie- 
gated foliage. As a rule, the plants will bear much hardship; 
but while such may be the case with many of the varieties, there 
are some which will not stand harsh treatment. In all classes of 
work with these plants, the object should be to get hardy and 
sturdy growth, but unnecessary time should not be wasted in the 
process. For general treatment, the following will be found to 
work in well where there is a mixed collection of plants, but of 
course for special purposes some slight alterations will be 
needed. For soil use rather sandy loam, enriched with about a 
sixth part of well decayed manure, and pot fairly hard, but not 
sufficiently so as to cause the soil to become sour and so unsuited 
to proper plant growth. When planted out as wall or pillar 
plants, the same soil should be used, and good drainage 
provided, because sturdy, well-ripened wood produces the best 
and largest amount of flowers. Plant out in a comparatively 
small state, and by judicious training and pruning, the plants 
will soon furnish a large space well and effectively. In pot 
work the plants should be had in a small state — ^that is, in 
4in. pots, and should be pruned into such a shape as will 
cause them to form a handsomely shaped bush, the pruning 
being done when growth is dormant. When growth has made 
a fair start pot on into 6in. iwts, and keep in a light position, 
so that the plants are not crowded by other subjects. In July 
and August they can be stood out of doors, if necessary. 
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and in September again brought into the house, where they can, 
if the house is warm enough, be kept in good form till Christ- 
mas or later, and in a stove-house temperature through the 
winter, but this part of the work is outside our present purpose. 
When the plants are again dormant they can be again repotted, 
and treated as before, and fresh stock can always be kept 
growing on to take the place of that which becomes too large for 
the place. With A, Thompsoni a different plan can be pursued 
and the following will be useful where room can be spared, and 
will give a good stock of useful stuff for decorative purposes, 
where a winter temperature of about SOdeg. can be kept up. 
Strike a batch of cuttings in heat early in the season, and pot 
off early into small pots. In June make up a rich bed out of 
doors, and plant out the young plants about eighteen inches 
apart. About once a fortnight cut round the roots with a 
garden trowel about three inches from the stem, to prevent 
them running away. Water when needed, and stop back the 
shoots two or three times to get good bushy plants. Early 
in September pot up into pots just large enough to hold the 
roots, and for the greater part of the winter they will make a 
really good display. 

Abutilons are best propagated by means of cuttings struck in 
heat, using good sandy loam for a rooting medium. When 
rooted, pot off the cuttings into small pots, and when the roots 
kiss the sides of the pots stop the plants back to cause bushy 
growth. When young growth starts repot into 4in. pots, and 
afterwards treat as before described. 

Good varieties are A, striatum, A, Patter soni, A. Verschaffelti, 
A. vexillarium, A, Boule de Neige, A. Thompsoni, and A, vexil* 
lariwm vcmegatvm. 

Acacia. — Greenhouse hard-wooded plant; grown for its 
flowers. Minimum temperature, 36deg. Acacias afford some 
of the most beautiful shades of yellow, and as they are early 
they combine with the first azaleas, and help to produce an 
effect that is unattainable without them. The bright tassels 
of yellow bloom inserted at the base of the leaf stalks 
and the dark foliage form a beautiful contrast, and is, in our 
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opinion, more effective in securing admiration ilian the more 
gaudy cjrtisus. Of course, the cytisus is an invaluable aid in 
arranging a large show, and one or two plants are useful, but 
the preference should rather be given to the different Acacias 
than to the last-named plant. The Armata section form dense 
bushes of dark foliage and stems from 1ft. to 5ft. high, and 
are much branched, while the taller growing kinds, such as 
A. dealhata, make a less branched growth, and bear more or 
less finely-divided leaves, like the Rose Acacia of the outdoor 
gardens, but have tassels like axillary flowers, instead of 
papilionaceous ones, as with the Rose Acacia (Bohinia), The 
Acacias we are now referring to are not the common Acacias 
of the garden {Bohinia pseudo-acacia), but Acacias proper, none 
of which are really hardy. There are several varieties of this 
family in use in our English gardens at the present time, the 
commonest of all being, perhaps, A. armata, a variety that 
has small globular tassels of bloom at tiie axils of the leaves. 
This vai'iety is frequently seen in markets and on the coster- 
mongers* barrows, and ranges in price from Is. 6d. to Ss. for 
plants fit for an amateur, while for large plants the price 
varies from 10s. to £5. The majority of growers have the 
plants very ugly, but it is really very little trouble to train 
Acacias into shape, if the training is commenced when the 
plants are young, but if they are allowed to get old and hard 
etemmed, then little hope can be held out on the subject of 
shapely plants, the wood being so very brittle. Some of these 
are also useful for pillars and trellises, the best for the pur- 
poses being A. dealhata, A. longifolia magnifica, A, lophantha, 
A. puhescens, and A, verticillata. 

In training, the first thing is to determine what form the 
plants have to assume, and when this is settled satisfactorily, 
the necessary work of forming the base or frame of the plants 
must be proceeded with. The framework of these subjects must 
be formed or built up as the plant grows, for it is not often that 
sufficient bottom growth can be obtained after the plant has 
made a head. The size and height must, of course, depend on 
the size of the house, but for general use we find pyramids 
about 30in. high to be most suitable. Standards are also very 
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useful, and may be somewhat higher than other shapes, but 
with them it is advisable to have conical heads, as it sets off the 
bloom to greater advantage. The great point to be aimed at in 
training Acacias is to have a central stem, and to build up the 
framework of the plant while it is still pliable and young. 

Our plan of cultivation with all free growing plants is to 
obtain good, sturdy, and at the same time free growth, to obtain 
it as early in the season as is consistent with safety, and to 
harden off and ripen the wood perfectly before the wet cold 
weather sets in. To get these results as much of the growth 
as possible should be made in the frames (in the case of nearly 
hardy plants like Acacias), and, if possible, the plants should 
have a structure to themselves, but, of course, this is not 
generally obtainable, and, therefore, the lightest and driest part 
of the house should be set apart for them. 

For soil for Acacias use equal parts of maiden loam and 
sandy peat, with enough sharp sand to keep the compost open. 
Manure in no form enters into our compost, as we consider that 
it tends to make the young wood too soft and sappy, but it is 
often recommended by some gardeners as a part of the compost. 

For amateur use, the best method of propagation is by means 
of seeds. Sow in pots or pans of well-drained sandy loam, and 
place on a gentle bottom heat, or if such is not at hand, in the 
greenhouse. If the seed is sown in spring, and the plants are 
potted on during the summer, they will make good plants the 
second year. A. armata and similar kinds are best purchased, 
however, as they are cheap, and a lot of trouble is saved. 

There are about twenty sorts or varieties of Acacia, all of 
which are useful and of easy culture. We have found the 
following to be amongst the best; A. affinisj A. armata, A. 
coccinea, A. dealhata, A. eriocarpa, A. lophantha, A, puhescens, 
and A. verticillata, all of which are not yellow. 

Acer*. — Hardy hard- wooded plant; grown for foliage. 
Minimum temperature, 28deg. Acers are a class of a highly 
decorative order, and may with advantage be represented in 
nearly all collections of fine foliage plants. They are free- 
growing and moderately-branched trees, bearing leaves with 
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from three to five lobes, and the foliage in the kinds named 
is very ornamental. The size of the specimens for greenhouse 
work is regulated by pruning, but they are best when from 2ft. 
to 5ft. in height. The flowers, when borne, are valueless from 
a decorative point of view. 

This class of plant is very effective on stems, as standards 
or half standards, and in these forms give a more finished 
appearance to a high structure than it would otherwise have. 
Of course, the larger the tree the larger the house required, and 
this must be borne in mind when purchasing. 

We have grown these plants in rather rich loam and sand, 
with just a little manure, and they did thoroughly well, the 
variegated foliage coming veiy finely in this soil. Pruning 
must be done in spring, before the growth commences, and 
the last year’s shoots should be reduced to three or four eyes. 
This causes an abundance of young shoots that are well 
furnished. We do not advise too early pruning, as wet will 
sometimes cause the shoots to die back, as they are not of 
solid construction. 

All kinds of Maples {Acer) of the choicer kinds are grafted on 
stocks of the commoner kinds, a process which is beyond the 
reach of any but skilled operatives. Small plants should be 
obtained at a good nursery, because not one amateur in a 
hundred could do more than spoil the stocks on account of the 
peculiar nature of the scions. 

Amongst those sorts that may be termed the best are A. 
albophylla viride reticulata, A, atropv/rpwrea, A. palmatum, and 
A. polymorphum variegatum. 

Agapanthus. — Semi-hardy bulbous plant ; grown for flower 
and general effect. Minimum temperature, 30deg. This is a 
very old-fashioned plant, but at the same time its magnificent 
heads of bloom render it a fit associate for the choicest plants. 
The plant forms a large mass of flag-like leaves, about 2ft. high, 
and the umbels of bloom are home on strong footstalks well 
above the foliage, the flowers being large and in great number in 
each umbel. The flowers are blue (or white in albiflora), and are 
home on stout footstalks, and vary from fifteen to twenty-five 



68 Greenhouse Management for Amateurs. 


in nximber, forming a magnificent head of bloom. There is also 
a variety with striped leaves, but this we do not consider an 
advantage, except when the plant is out of bloom. All offsets 
must be kept removed during the growth, or the plants soon 
become weak, and give but few blooms. These offsets should 
be potted into small pots, and placed in a little bottom heat, 
when they will root freely, and if treated in the same manner 
as the old plants will make good blooming specimens. The soil 
we use is one-half sandy loam and one-half thoroughly rotted 
manure, with sufficient sand to keep the whole of a proper 
porosity; the pots being filled one-third full of crocks to insure 
proper drainage. Pot the plants about March, and place in a 
greenhouse or on a gentle bottom heat, and each time the pots 
are filled with roots, repot into a size larger until sixteen or 
twelve sized pots are reached, in which they should bloom. 
During the whole of the growing season give abundance of 
water, but this should be nearly discontinued during the season 
of rest. As soon as the bloom is over place the plants out of 
doors xmtil autumn, when they should be removed into dry 
cold frames or pits for the winter. In spring remove all dead 
fibres and exhausted soil, and treat as before. With established 
plants it is an advantage to raise some in a pit as well as in a 
greenhouse, as the season is prolonged by this means. 

Propagation by division of the bulbs, or, more properly, 
offsets when the plants ai'e at rest. Treat as described for 
the old plants. 

Pour sorts, A. umbellaina, blue, A. u, maxima, blue, A. u. 
variegata, blue, variegated striped foliage, and A. u. albiflora, 
white, are the sorts mostly catalogued, and are all good. 

Agave. — Succulent greenhouse plant ; grown for its foliage. 
Minimum temperature, 40deg. These plants, Aloes as they are 
generally termed, are of easy culture, and need only an annual 
potting to keep them in good health. We prefer repotting in 
April or May, using well-drained pots, and for soil, a compost 
of about equal parts good yellow loam and pulverised mortar 
rubbish, potting very firmly. During the season of growth a 
good supply of water is needed, but beyond preventing the 
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foliage frpm shrivelling, no water is required during the season 
of rest. Great care should be taken to prevent the foliage 
being scratched or damaged, and unless this is done they 
become unsightly. 

Propagation is effected by taking off the offsets, which are 
produced pretty freely round the collar of the main plants, 
and striking in sandy soil, preferably with a little bottom 
heat. 

Good kinds for our present purpose are Agave Americana (see 
Fig. 22) variegatay A. applanaia, A. Verachaffelti and A. univittata, 

Ageratum. — Greenhouse soft-wooded plant; grown for its 
flowers, and for bedding purposes. Minimum temperature, 
40deg. Ageratums, which are somewhat extensively used for 
bedding purposes, are also very useful for the conservatory if 
well grown. They are rather hairy-foliaged plants, ranging 
from 9in. to 2ft. in height, and bearing terminal clusters of 
cushion-shaped flowers, which are of varying shades of blue, 
and, in some varieties, white ; in habit, they are somewhat like 
the calceolaria. Whether the dwarf or tall sorts are chosen, 
they come in useful, although, in our opinion, the larger sorts 
ai’e best for the cool conservatory, and the more dwarf kinds for 
outdoor work. The culture is veiy easy, and within the reach 
of everyone who has a hot bed on which to raise the seed, 
for although Ageratums can be raised from cuttings, the same 
as other bedding plants, they are done easiest from seeds. We 
sow the seeds in January, in heat, on sandy soil, barely covering 
the seeds, and as soon as the young plants are large enough, 
we prick them off into thumb pots, and place in heat till they 
grow freely, and then they are brought into the warmest part 
of the greenhouse. Those for bedding we rarely repot, but 
those for indoors we shift as the present pots are full of roots, 
and keep on shifting until the end of June, when the pots used 
are lOin. or 12in. When these pots are full of roots, the plants 
are watered with liquid manure twice a week, and they soon 
bloom well, and ma>ke fine specimens. During the whole of 
the hot weather the plants are well syringed with cold water 
daily, to keep down red spider, and after July they are kept 
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in a cold frame until wanted indoors, but those for bedding 
purposes are put out in the end of June. 

Propagated from seeds as described above, and from cuttings 
struck in bottom beat in spring. We, however, prefer seeds, 
as they come fairly true to name and are far less trouble than 
cuttings. 

For sorts we use the old tall form of A. Mexicanum^ which 
varies from azure to greyish blue, and the white A, Imperial 
Dwarf, and for bedding the latter named variety, A. Imperial 
Dwarf (blue), and A. Tom Thumb (blue), both indoors and out, 
but particularly in warm situations in the country. It is also 
very useful in a warm light house for cut blooms, from Christmas 
till April, but it must be kept clear of insects. 

Alonsoa. — Half hardy annuals ; grown for flowers and 
general appearance. Minimum temperature, 45deg., or for 
winter work, 55deg. These are showy plants, useful alike for 
indoor use, or summer decoration outdoors. The culture is very 
simple, being in fact the same as that for the ordinary stock of 
the greenhouse. Some of the varieties will bloom nearly the 
whole year round. They require a good rich light soil, similar 
to that which is used for several other plants, and as the plants 
go out of bloom they should be cut down, and they will bloom 
again in six weeks or two months. 

A, incisifolia, scarlet, and A. Waracewiczii, deep orange, 
with black centre, are two of the best for the purpose in hand. 

Propagated from seeds sown in March or April in gentle 
heat. Although really annuals, they will, like many other 
subjects, last several years as perennials, and be treated as such 
at pleasure. 

The following are good kinds: A. Warscewiczii compacta^ 
scarlet ; A. Waracewiczii, deep orange ; A. linifoliat scarlet ; A. 
incisifoUay scarlet ; and A, myrtifoUay scarlet. 

Aloysia. — Greenhouse semi-hard-wooded plant ; grown for 
its finely scented foliage. Minimum temperature when at rest, 
30deg. Aloyaia citriodora is a shrub that should never be 
omitted from a collection of plants, as its perfume is so fine, and 
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the appearance is so graceful, if the plant is well grown* 
Large plants are not as a rule desirable, but if room exists^ 
they may be had on pillars, or trellises against walls. It 
bears long ovate lanceolate leaves of about 2in. in length in 
well-grown specimens, and the habit of growth is erect, and 
sparsely bushy in the current year’s wood. It makes a bushy 
shrub, from 18in. to 3ft. high, according to age, and will bear 
pruning well. The flowers are of small value for decorative 
purposes. The flrst point in growing the Aloysia, or, as it is 
more generally termed. Lemon Verbena, is to afford generous 
treatment, instead of adopting the starvation system that is 
so much the practice. The best plan is to obtain well-grown 
thrifty young plants in spring, and grow them on for the 
season. As the wood ripens give less water until they are at 
rest, when the water must be nearly, if not quite, withheld. 
About the end of January bring into the light and warmth, 
and water thoroughly; as soon as the plants break, cut back 
to three or four eyes, and when the young shoots are about an 
inch long, re-pot into rich sandy soil, using pots a size or two 
smaller than they were in before, and as soon as the pots are 
full of roots re-pot into the pots that are to hold the plants 
for the season. By this mode of culture good specimens can 
be maintained for any length of time. It is almost useless to 
think of keeping this plant in an evergreen state, as it soon 
deteriorates if this is attempted. 

Mr. J. Groom, of Henham Hall, writing to the Garden of 
Sept. 11th, 1875, says ’ “ This little shrub, favourite though it 
be, is seldom seen in good condition. When confined in a pot 
it has generally a sickly aspect, but when planted out it becomes 
a large bush, or forms a handsome pillar plant. In the kitchen 
garden here, against a south wall, I have two plants of it that 
are 10ft. in height, and at least 3yds. in width, and the 
quantity of spray they yield for mixing with cut flowers is 
surprising. The only care which they require is protection 
from frost in winter, and to effect this they are generally 
unnailed in November ; the branches are then tied into 
bundles and enveloped thickly in hay bands. Upon these is 
also put an outer covering of straw, which keeps all diy, theii* 
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base being covered with coal asbes. When all danger from 
frost is over in spring the cover is removed, the branches are 
spread out, and as soon as growth commences all dead wood is 
removed, the main branches being re-fastened to the wall. 
They require no summer training, their young growth being 
continually out off for the many purposes of decoration to 
which they are applied, and to which they are so well 
adapted.” 

We can fully indorse Mr. Groom’s statement, and besides out- 
door work as he describes, the “ Lemon Plant ” is very useful 
in cold houses, where frost is only just excluded, provided they 
are planted out in the borders. We can with pleasure recall to 
memory a house where camellias were grown, and where a few 
plants of Aloysia were in the borders, and they throve won- 
derfully, and were the admiration of all visitors. We may add 
that they are very easy to grow, and on no account should be 
omitted from any collection. 

Propagation is effected by cuttings inserted in bottom heat, 
or by means of the small plants which are formed on the 
exposed roots at the base of the main stems. As, however, only 
a very few plants are desirable, it is the better plan to purchase 
them in a small state, as they are not very expensive. 

Amaryllis. — Greenhouse bulbous plants ; grown for their 
dowers. Minimum temperature, 45deg. This is a class of 
bulbous plants that is well worthy of cultivation in every 
collection, and although there may be some little trouble in 
growing them to perfection, they yet repay for all care 
bestowed on them. Like many other things, they have had 
their rise and fall, and although rather more in fashion than 
they were a short time back, they are not so much cultivated 
as they should be. Some of the varieties are evergreen, and 
others deciduous, and although the former require to be kept 
in a drier state during the season of rest, they must not be 
kept so dry as the deciduous kinds. The plants have flag-like 
leaves, and these are from 1ft. to 18in. in length, the flowers 
being borne on a stout footstalk, which rises well above the 
foliage. The flowers are large and handsome, and in some 
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kinds they are from 2iin. to 3Jm. in diameter, and several are 
borne on each footstalk; the petals are recurved. The soil 
should be good sound fibrous loam, to which enough sand has 
been added to preserve the natural porosity, and to prevent 
the pots becoming waterlogged from the liberal application 
so necessary during their season of growth. Give plenty of 
drainage, and not too much root space — although it is not 
advisable to contract the roots too much — and good spikes of 
bloom will be produced. A temperature of not less than 45deg. 
is necessary in winter, and about 70deg. in the growing season. 
The deciduous kinds should be dried off in winter, while the 
evergreen kinds should have a diminished supply of water only. 

Propagation is effected by division of the offsets or small 
bulbs while the plants are at rest. When in the new small pots 
and started into growth, treat the same as the old plants. 

For sorts select from the following, which are all goiod: A. 
Acicermaniif A. auliea, A. a. euperha, A. Amazon, A. Brilliant, 
A. calyptrata, A. Cleopatra, A. conspicuat A, crocea grandijlora, 
A.delicata, A. Diadem, A. Eclipse, A. Edith, A. Excellent, A. 
falcata, A. Johnsonii, A. J. psittacina, A. longifolia, A. pardina, 
A. Prince of Orange, A. regina, A. vittata, A. Yivid, and A. 
William Pitt. It must, however, be borne in mind that 
amaryllis require a warm greenhouse to do them at all well, 
and it is quite useless to attempt their culture in a cold green- 
house where the frost is only just kept out, as in such a house 
the bulbs rot away. 

Amygdalns. — Hardy tree ; grown for its flowers. Lowest 
temperature for pot specimens, 28deg. Almonds are very 
pleasing subjects if obtained in a small pyramidal shape, and, 
from their great beauty when jp. bloom, they fortn most appro- 
priate subjects for the decoration of a medium-sized house. 
They are, however, not suited to a small place, as the plants, to 
bloom well and be effective, should be at least two or three 
feet high, and, of course, wide in proportion. A pot should be 
chosen that will hold the roots comfortably, and the tree 
should be carefully potted, using soil that will work freely and 
run into the interstices amongst the roots. After potting, water 
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thoroughly, and place the trees in a cold vinery or frame for 
a few weeks, when they can be removed to the place they are to 
occupy. We have premised that the tree has been prepared 
in the open ground in a nursery, and if such is the case if there 
are plenty of good fibrous roots, there is no reason why the trees 
should not bloom well the first year. A temperature of about 
SOdeg. or 55deg. is amply sufficient to bring the plants into 
bloom, and indeed a higher temperature is apt to frustrate the 
object in view. Successional plants can be brought in from 
time to time, as the bloom does not last very long. After 
blooming the plants should be gradually hardened of£ until 
about the end of May, when they should be plunged out of 
doors for the season. Repotting should be done as soon as 
the leaves fall. 

Propagation is effected by grafting on the common plum 
stock, and generally is beyond the reach of the amateur. 

The best varieties of Amygdalus for our present purpose are 
A, Persica flore-plmo^ double pink ; A, P. ft. pi. alba, double 
white; A, P. caryophylloides, double carnation striped, and 
A. P rubra, double crimson. 

Anagallis. — Soft- wooded plant , grown for its flowers and 
general appearance Minimum temperature, 35deg. This is 
a somewhat old-fashioned dwarf trailing or semi-trailing plant, 
very useful for baskets, vases, and pot work, bearing a showy 
and large amount of flowers, and being well adapted for general 
cultivation. The blossoms are produced in great profusion, 
and the plants are useful for both in and out-door work. The 
treatment is easy in the extreme, as the plants will do in any 
well-drained ordinary soil, all that is necessary being to pot 
on till 4in. pots are reached, or to divide and re-pot in spring 
as the case may be Practically the treatment is similar to 
that of the ordinary stock of soft- wooded plants, and therefore 
needs no farther description. 

In the hands of the amateur, propagation is best effected by 
means of seeds sown in spring in a warm greenhouse or frame 
and then potted on, as the different varieties come true to name 
from seeds. 
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Some good varieties are : Anagallis grandiflora Brewerii, blue ; 
A, g, Oanihaldi, vermilion ; A. g. Memoria deV Etna, bright red ; 
A. g. Pa/rJcsii, rose; A, g. Philipsii, blue; and A, g, Trionfo di 
Mrenze, pale blue. 

Aniseed Tree.— See ** lUicium.” 



Fxg, 23.— Akthxkxcvm Lxliastbum, 


Anthericnm. — ^Hordy bulbous plant ; grown for its flowers. 
Minimum temperaturei 30deg. Anthericums are useful for 
cold houses, and as their culture is simple and the price 
moderate, they come within the reach of all. For soil use a 
comx>ost of flbrous loam and coarse sand, enriched with a little 
thoroughly decomposed leaf soil, allowing plenty of drainage 
to the pots. The pots should be comparatively large, but if 
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they can be bad of a deep pattern, it is far better than a wide 
one. The number of roots to be grown must depend on the 
size of the pots and on the size of the specimens required; 
but about throe mate a very good potful. Re-pot as soon as 
growth commences, and keep watered as advised for lilies. 
After blooming remove the pots to a bed of coal ashes and 
supply with water until the plants are ripe. Keep from frost 
and introduce to the house as required. A gentle warmth will 
hasten the blooms a little, but if forcing is attempted but poor 
results will be obtained. 

Propagation is effected by division of the bulbs when at rest, 
as like lilies they break up into several new bulbs from time 
to time. After re-potting treat as above directed, or the 
smaller bulbs can be planted out doors to gain size. 

A, Litiago (St. Bernard’s Lily), white; A. Liliastrum (St. 
Bruno’s Lily), white (see Fig. 23) ; and A. graminifoliumt white, 
are all good and repay the trouble bestowed on them. 

\ 

Aralia. — Greenhouse hard- wooded plant ; grown for its 
foliage. Minimum temperature, 45deg.' This is a family of 
ornamental foliage plants, and as such is worthy of a place 
where good-sized specimens can be used. Small plants of 
Aralia are not desirable, as they do not show the full beauty 
of the plant, and it is also not desirable to have big specimens 
of these large foliage subjects, and therefore means must be 
taken to restrict their growth to the proper proportions, not 
by ill treatment, but by using a moderately poor soil, and very 
firm potting. This we have found to answer very well, and 
by having young plants every three or four years, nice speci- 
mens can be kept. For soil good maiden loam, and enough sand 
to keep it open, will be found to answer well, provided the 
plants are potted firmly enough. 

Propagation is effected by striking cuttings of young wood 
taken off with a heel of old wood attached, or half ripened 
wood in the same way as fuchsias, A good plan is to use 
gentle bottom heat, and get into small pots as soon as rooted. 
Too extended a root run is not needed for young plants, as 
they are liable to rot off at the collar when over-potted. 
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For soi*t8 we prefer A, leptophylla, A. Sieholdi (see Fig. 24), 

A, Sieholdi argentea va/riegatay and A, Sieholdi aurea va/i*iegata. 

The last three are perhaps the best for an amateur*B use. 

Araucaria, — Greenhouse hard-wooded tree ; grown for foli- 
age and general effect Minimum temperature, 45deg, Like 
the Aralias, these are valuable for their habit of growth and 
graceful appearance, and not for any flowering properties. 
They are useful where large houses have to be filled, and in 
such situations are unequalled for effect by any other plants of 
the same habit ; but they cannot be shown off to good advantage 
in a small house. Nearly everyone knows the A, imhricata, 
or Chilian monkey puzzle of gardens, and no doubt has 
admired it greatly on account of its fine foliage and unique 
form. When we say foliage, it must be remembered that these 
plants belong to the pine tribes, and do not bear leaves in the 
same way as apples or other trees, but, on the contrary, their 
leaves are more like those of firs, pines, &c. The greenhouse 
kinds are somewhat of the form of a silver fir, but with a much 
more elegant appearance, and have a good effect, whether used 
as small specimens, or as fair-sized plants about 3ft. or 4ft. 
high. They are, however, best suited to large conservatories. 

We have found a mixtui*e of equal parts of maiden and 
yellow loam, with a little sandy peat, do well for these plants, 
and keep them healthy ; but they must not be overpotted. 

Propagation is by seeds raised in a strong bottom heat, and 
as a rule is beyond the means of amateurs. Well grown plants 
should therefore be purchased. 

A, exceUa and A, Bidwilli are very good for our purpose, as 
are also A, Coohi and A, Cunninghami, 

Amm. — Hardy bulbous plants; grown for both flowers and 
foliage. Minimum temperature, SOdeg. Some of these pay well 
in the cold house, and the treatment bestowed is so nearly 
similar to that required for Calla Mthiopica, that a detailed 
description is not necessary. They all bear a likeness to the 
calla, and vary in height from 1ft. to 2ift., but while the form 
of the spathe is the same as that of the plant just mentioned, 
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the form of the foliage is in some cases quite distinct. The 
roots must not become frozen, nor yet soddened with water 
during the season of rest, although it is not advisable that the 
soil in the pots should become dust dry. During the season 
of growth liberal supplies of water must be given, and due 
care must be taken that the plants are not drawn up spindly. 
The curious spathes are of various colours, brown, yellow, and 
white being the chief, and the plants are certainly a change 
on the ordinary subjects one so often sees. A house is not 
really necessary for the plants, as a cold frame answers as well. 

Propagation is the same as with Calla JEthiopica. 

We have used the following for the present purpose ; A, albi^ 
spathum, brown ; A. comutum, yellow ; A, crinitum (see Fig. 25), 
brown; A, Italicum, pale yellow; and A. maculatum^ white. 

AsparagtiB. — Greenhouse soft-wooded herbaceous plant ; 
grown for its foliage. Minimum temperature, 40deg. This is u 
plant that is very useful, on account of its fine feathery spray, 
which works in well for bouquets and other floral decorations. 
In the house it can be trained against arches, &c., and has a 
very light appearance. The culture is very simple ; a large pot 
filled one-third with crocks, and then to within an inch of the 
top with rich, moderately light soil, being all that is required if 
liberal waterings and plenty of air be given. The bright pea- 
shaped berries, or the insignificant blooms, are of far less use 
than the spray, which is very fine and chaste, and the plant 
has a fine, feathery, and light appearance, quite distinct from 
all other greenhouse plants. As a useful plant for cut spray 
this stands pre-eminent. 

Propagated from seeds sown on a gentle bottom heat in 
spring. Seeds can only be had of a good nurseiyman, as they 
are not usually quoted in trade catalogues. It is, however, 
well to start with a plant or two purchased at a nursery, and 
then, with good luck and care, a good stock of plants can 
be had. 

Good kinds are Asparagus decumhens, A. racemosus and 
A, plumostis nanus, which last is, however, expensive, costing 
from 15s. to 21s each. 


a 
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Aspidistra. — Greenhouse soft- wooded herbaceous plant; 
grown for foliage only. Minimum temperature, 40deg. From 
their handsome appearance and general indifference to hard- 
ships in the way of gas and dust, these plants are very desirable 
for both greenhouse and room decoration. They have hand- 
some flag-like foliage which, in the variegated form, is striped 
with creamy white, and if kept clean this variety is very 
pleasing. The blooms are not, however, of any decorative 
value. The culture is veiy simple, as the plants do well in 
almost any soil, but we prefer to have them in well-drained 
pots of loam, or loam and peat. When at rest they should 
not be overwatered, but when growing freely plenty of water 
is necessary; in no case should they be overpotted. 

Propagation is effected by division, and sometimes a little 
bottom heat is needed to make the young plants start freely. 

The best kinds are Aspidistra Imida, and its variegated form^ 
A, lurida variegata. 

Asters. — ^Half hai’dy annuals; grown for their flowers. 
Minimum temperature, 45deg. These are much esteemed for 
conservatory decoration when in pots, but our advice is, “ Don’t 
grow pot .Alters in the pots; grow them in the open garden.'*' 
We have seen them grown, and grown them in pots ourselves^ 
and never have we come across such good specimens as those 
from the open garden. A bed of fairly rich good soil should 
be prepared in the kitchen garden, taking care that it is free 
from wireworms, and also that it is deeply dug. The seeds of 
aster should be raised in a cold frame in March or April, and 
when large enough, transplanted into the beds about 18in. 
asunder each way. Attention in the way of weeding, watering,. 
&c., must be afforded, and when the flrst bloom opens, the 
plant should be carefully taken up with a good ball of earth 
adhering, and transferred to a pot sufficiently large to hold 
the roots comfortably. The whole of the plants should be 
served in the same manner as they become ready, and as soon 
as they are potted they should be removed to a frame facing 
the north, and kept shaded from sun, and should also receive 
liberal supplies of moisture. In from three days to a week 
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after potting they can be taken to the place they are to occupy. 
We leave the choice of sorts to the intending grower, but 
perhaps the pyramidal varieties are best. A reference to any 
catalogue will give a wide selection of colours and varieties. 
Propagated by seeds only. 




Fio. 26. Fig. 27. 

TbVFFAVT'S FSBFSOTXON ASTBB. P£OI7T-FLOT<rSBED ASTEB. 

Good soi*ts are Paeony-flowered (see Fig. 27), dwarf-chrysanthe- 
mum-flowered, dwarf bouquet, and Betteridge’s named varieties. 

Astilbe. — See “Spirsea.’* 

Ancnba. — Hardy shrub; grown for its berries and foliage. 
Minimum temperature, 30deg. These plants, although not 
really greenhouse plants, make a great show when well covered 
with berries, and, as the foliage is pretty, they are worth any- 
one’s notice. In the first place, the plants are perfectly 
bardy, and at the same time, of easy culture; and, besides, 
they stand much knocking about, while the price is pretty 
moderate. Plants fit for our present purpose can be had 
from ninepence each, while similar plants, if well berried, 
would cost from half-a-crown. Of course, a male plant is veiy 
necessary to produce pollen, with which to impregnate the 
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blooms of the female plant, which alone produces seeds, or, 
more properly, berries. The female plants are variously varie- 
gated, some of them being more beautiful than others, but all 
being noticeable for their glossy laurel-like leaves and fresh 
and cheerful appearance, which, on ripeness, is further enhanced 
by the beautiful scarlet of the berries. The bloom is rather 
inconspicuous and, from a floricultural point of view, of no value, 
the beauty of the plant lying in the foliage and benies. The 
male plants have generally green leaves, which, if clean, have 
a bright glossy appearance ; they are, of course, necessary’for 
the production of the fruit on the female plants, but one male 
plant produces (if it blooms freely) sufficient pollen for the 
impregnation of ho^dreds of female blooms. 

The process of fertilising is very interesting, and brings out 
the more delicate skill of the operator. We say “ delicate,” as 
it is useless to attempt this kind of work in an off-hand 
manner, and with no more care than is generally exercised in 
cutting a cabbage, or the result will most probably be that 
the greater part of the available pollen will be lost, and the 
crop of benies will be almost nil. The proper mode of opera- 
ting is to collect the pollen from the anthers of the male 
plant with a camers-hair pencil, and then transfer it to the 
pistils of the female. This requires great delicacy of touch, 
especially as only a very few grains of pollen are necessary 
to each pistil. The time for applying the pollen is when the 
pistil exudes gummy matter, and otherwise shows signs of 
maturity. It, however, often happens that from some unfore- 
seen cause the male blooms are open, and the pollen matured 
before the female blooms are ready. In this case it is well 
to collect the pollen on a dry pencil and transfer to perfectly 
dry sheets of glass, and when all the pollen is obtained, another 
sheet of glass should be laid on that on which the pollen was 
laid, and the whole should be placed in a dry, cool place till 
wanted. Pollen thus saved and stored will retain its vitality 
for a long time ; in fact, we have used it when seven weeks old, 
and it has given very good results, although not • perhaps 
so good as would have been attained with pollen fresh from 
the plant 
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The cultivation is very simple. Pot the plants firmly in 
rather sandy yellow loam, allowing plenty of drainage; and 
during the gi'owing season allow plenty of water ; but as soon as 
the growth is over less water will do. During the summer the 
plants can be plunged into the borders out of doors, and can be 
brought in again as soon as required to occupy their situations 
in the house. One point we have, however, found of great im- 
portance, and that is, always keep the plants in rather small 
pots, so that the roots may not be allowed to ramble too much, 
and so tend to produce vigorous and unfruitful growth, such 
growth being most undesirable for our present purpose, however 
desirable it may be for outdoor work. Short-jointed hard wood 
is of most value for pot work, as it produces the best bloom, 
while the free growing suckers that spring from the base of the 
plant, as a rule, produce leaves only. 

Propagation is effected by layering, by cuttings inserted in 
cold frames early in November, or in pots of sandy soil in 
January, on a gentle bottom heat. As, however, the plants are 
very reasonable in price, it is doubtful if there is any gain 
in propagating them to the exclusion of more profitable subjects. 

For sorts, we prefer the following, as they have given general 
satisfaction as far as we have had them under our notice. 
There is, however, a difference in the berries, and as half a dozen 
would not be over many in a house, one of each would not be 
too many ; A. japonica alho variegata, A. japonioa a/rhorea vera 
foBminaj A.japonica aureo maculataf A. japonica aureo Tna/rgiviata, 
A. japonica lati-maculatai A, japonica longifolia, A. japonica 
longifoUa variegataelegans, for female varieties; and A, japonica 
angustifoUa maculata, A. japonica arhorea vera masculat and A, 
japonica viridis mascula for males. A. japonica viridis fructu-alho 
has round white or cream-coloured berries, and green foliage ; 
while A. japonica luteo-carpa has oval yellow berries and leaves 
of a full green, splashed more or less with yellow. The ordi- 
nary aucuba of the garden (A. japonica maculata) is too well 
known to render any detailed description of the other rather 
numerous varieties necessary, as they all are very similar in the 
habit of growth and form of the foliage, the distinction con- 
sisting chiefly in the variation of the leaves. 
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Asalea Zndica.— Greenhonse slirnb ; grown for flowers and 
general appearance (see Fig. 28). Minimum temperature, 40deg. 
Tliese are one of tlie mainstajs of an amateur’s house, and 
should be well represented, so that a continuance of bloom may 
be kept up. We do not wish to imply that the stock of hard- 
wooded plants should be wholly made up of the numerous 
varieties of Azaleas, but still a good proportion should be kept. 
In colour a very great diversity exists, from white to the 
brightest scarlet, salmon, purple, red, rose, orange, yellow, and 
various shades and tints of the different colours ; while at the 
same time variegated flowers are in abundance; blotched, 
striped, and, in many cases, spotted flowers being produced, 
rendering a collection of Azaleas wdl worth a visit at any time 
from Christmas till June, and in some places later. It is a good 
plan to have a few plants (say two or three) of a sort, and say, 
five or six sorts, according to the size of the house. Of course, 
we should not advise more than a proper proportion of plants, as 
there are numerous other subjects that afford a fine display of 
differently habited forms, both of growth and blossom, and it 
would be a pity to oust them for the sake of one class of plant — 
many of the plants in question affording blue and yellow 
fiowers, an object of much importance in greenhouse fur- 
nishing. 

The culture of the Azalea is very easy, and, in fact, anyone 
can grow them if a few simple rules are followed In the first 
place, potting claims attention — in fact, the way in which 
the plants are potted has more effect on their blooming capa- 
bilities than the soil in which they are potted. We make it a 
rule to put at least an inch of drainage into 4in. pots, and 2in. 
into 6in. pots and upwards, as we consider this is the first point 
in successful culture. For soil we use three parts sound old 
peat, one part best maiden loam, and one part sand. Using 
the loam is, however, a matter of choice; some persons 
omit it altogether, while others, again, use more than we do. 
But it must be remembered that peat is generally employed for 
all the heath family of which the Azalea is a member, and, there- 
fore, it is necessary to use it in the compost. In repotting, the 
whole of the crocks should be removed from the base of the ball 
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of soil and roots, and the top should also be removed till the fine 
roots are reached. The plant should then be put in the new pot 
and the soil that is put in should be rammed firm to prevent the 
water running through it, and not wetting the ball of roots 
inside. In all cases the roots next the stem should be above the 
other soil, so that the water may not sink in next the stem, 
or disaster will certainly ensue. After potting, the plants 
should be kept close for a few days, and then may have the full 
benefit of the air. The best time for potting is after the growth 
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has been made, as the roots then elongate, and take hold of the 
new soil. From October till June the plants should be in the 
greenhouse, and the other months in a cold frame, or if that does 
not exist, they should be plunged in the borders out of doors. 
Water will have to be given abundantly through the blooming 
and growing season, and at other times the plants must not 
become dry, or no bloom will result. A proper amount of care 
must of course be exercised, so that the plants are not swamped 
one day and dried up the next ; but this will easily be seen by 
the person who has the charge of the collection. 



88 Greenhouse Management for Amateurs. 


Named varieties are propagated by grafting on seedling 
stocks. 

In regard to sorts, we find the following to be very good and 
suitable for the purposes intended, and such a selection as we 
give is almost sure to give everyone satisfaction : Admiration, 
Amaena grandiflora, Bijou de Ledeberg, Brilliant, Cedo Nulli, 
Comte de Hainault, Concinna, Criterion, Dieudonn4, Due 
d’Aremberg, Due de Nassau, Duke of Edinburgh, Exquisite, 
Flag of Truce, Gem, Glory of Sunninghill, Grand Monarch, Her 
Majesty, Indica AZba, Inaignis, Lateritia alba siiprema, Leeana, 
Lizzie, Madame Ambroise Yerschaffelt, Madame van Houtte, 
Magnifica, Mars, Ne Plus Ultra, President, Prince of Orange, 
Princess Alexandra, Princess Helena, Purity, and Queen Victoria. 
All the above can be obtained of Messrs. Veitch and Co., 
King’s-road, Chelsea, to whom we should advise readers to 
apply if they have not a nurser 3 rman who supplies them 
regularly. 

Analaa Sinensisi dEC.— Hardy shrubs; grown for their 
flowers. Minimum temperature, 30deg. The hardy Azaleas are 
very useful for the cool house, and also for those where a little 
heat can be had, as they readily accommodate themselves to 
various situations, and if gradually brought into a heated 
stinicture, will bear a good amount of forcing. Plants should be 
well established in pots for this purpose, and the general treat- 
ment is much the same as for A. Indica ; that is, so far as the 
management of the plants go. They should be re-potted annually 
as soon as the foliage is ripe, and either loam and peat in equal 
parts, peat, or fibrous loam alone, can be used, provided that suffi- 
cient sand is mixed with the soil, and a proper drainage is 
afiEorded. The plants should be brought into a warm house in 
successional batches ; and the plants for this purpose should be 
kept in well ventilated cold frames, so that the sudden change 
shall not bring the buds off. With these, as with all plants, the 
changes from cold to heat should be gradual, or the effects will 
be most disastrous. In no case will nature perform its functions 
if excited by fits and starts, or if too sudden changes are 
indulged in. 
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The colours are very bright, and range from white through 
orange to red, and from red to crimson, and while some have 
blossoms while the stems are quite bare, others have both flowers 
and foliage together. 

Propagated by seeds in the common varieties, named sorts are 
grafted on seedling stocks. Both processes are, however, beyond 
the reach of the ordinary amateur, and as the plants are very 
cheap they had better be purchased. 
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The various hybrids, and varieties of A, vnolliB, A. Sinensis 
(see Fig. 29), A. nudiflora, and A. Pontica, are very useful, and 
are obtainable at aU hard-wood nurseries. It is, however, the 
best plan to select the plants while in bloom, as the colours or 
shades of colours are so numerous that no real idea of their 
appearance can be written. Suffice to say all are good, and 
reasonable in price. 
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K A L S A nt. — Tender annual ; groTm for 
flowers and general appearance ; mini- 
mtun temperature, 50deg. A well-grown 
Balsam is a plant of wliicli the grower may 
be well proud, but it is rarely that it is 
seen in good condition. The general fault 
ith plants grown by amateurs is the long 
em and poor blooms — blooms that are not 
even semi-double being very common — and, 
except where Balsams form the one hobby of the grower, it 
is rare to see the camellia flowered and other varieties in good 
form. A good Balsam bloom should be quite as double as a 
camellia, and to show to the greatest advantage should 
appear like one in the arrangement of the petals. The great 
difficulty in starting the culture of these plants is obtaining 
good seeds, and unless the intending cultivator knows anyone 
who makes a fancy of Balsams, or unless he can obtain first-rate 
plants, some time will probably elapse ere a good fixed strain of 
flowers is obtained. Seeds should only be saved from the finest 
and most perfect flowers, and although the quantity must of 
necessity be small, the quality wiU be good, and this is what is of 
most importaj^ce. Only the best blooms on a plant should be 
reserved for seed, and if it is desired td have the seed extra good, 
only the blooms selected for seed should be allowed to remain on 
the plant. 

The cultivation of Balsams is very easy, and provided the 
seeds are right, the results are sure to compensate for the 
trouble of culture. About the third week in March seeds should 
be sown on properly prepared pans of sandy rich soil, and 
placed in a gentle bottom heat, say of about 65deg., and as soon 
as the first rough leaf appears the plants should be potted off 
into Sin. pots, care being taken to keep them close down, i.e,, to 
let the seed leaves be close to the soil. As soon as the roots kiss 


the sides of the pots re-potting should be resorted to, and this 
should be repeated until the plants are in Sin. or lOin. pots 
During the whole of the time the plants are under glass they 
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should he kept as near the light as possible, and be frequently 
turned around, so that they do not draw to one side aud become 
unsightly. Oarefuhtraining must be given to the plants, or at 
least to such as are required in fine form. Disbudding is also 
necessary to such plants as are wanted at their best, removing 
all bloom from the main stem and base of the branches until the 
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plants are of sufficient size, and then the buds at the tops will 
bloom almost simultaneously, and cause the plants to be really 
splendid objects. The buds that will be formed afterwards will 
cause a continuance of blossom for a long time; in fact, for 
some months, if the plants are liberally supplied with liquid 
(Manure. Instead of being grown under glass the whole time, 
they may with advantage be treated in the following manner, the 
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same rules as to potting, training, &c., being applicable. By this 
method an advantage is gained, for although the plants will not 
be extra large they will be very hardy, and fit to stand about in 
places out of doors where required ; and, being bardj in a com- 
paratiye sense, tbej will be able to endure many little hardships, 
want of water alone excepted. About May the plants should be 
transferred to a frame where the heat is not above SOdeg., 
and kept in a steady growing state, air being admitted as 
required, nor water omitted as necessary. They should be 
kept growing on steadily, disbudding and training as above 
mentioned. About Jxme the plants should be fully exposed 
during the day, and when all danger of frost is over the lights 
may be kept ofE altogether. These should bloom in whatever 
size pots they are in at the end of June, and, if ordinary 
attention has been paid them, they will be very fine. In aU 
cases plenty of drainage must be allowed, as the amount of 
water required is immense. Insects must also be looked 
after sharply, especially green fly, slugs, and snails, one of 
these latter often destroying several specimens in a night. 

Propagated from seeds only. 

For varieties the following will be found very good : Camellia 
flowered (see Fig. 30), Rose flowered, both containing various 
colours ; Solferino, striped blooms, and Emperor, spotted, both 
kinds having various coloured grounds. The first is, however, 
generally most esteemed by lovers of fine flowers. 

Bamlmsa. — Greenhouse hard-wooded plant; grown for its 
foliage and general appearance. Minimum temperature, 36deg. 
The Bamboos are a class of plants that are ornamental in 
the* extreme, having erect simple stems clothed with willow-like 
leaves of various shades of green or, in some cases, green and 
creamy white, but from their nature they are not well adapted 
to small houses. There is one variety, however, that has a 
fine effect anywhere, as it is comparatively dwarf and compact, 
with finely variegated foliage, and is adapted to pot culture. 
We allude to B. Forhmei variegata, which comes from either 
China or Japan, and is really good. All the bamboos are semi- 
aquatio, growing naturally on the banks of rivers and in marshy 
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places. During the season of growth plenty of water must be 
applied, and if large growth is desired, weak liquid manure may 
be used with advantage. Like all free-growing plants, bamboos 
like a rather porous soil to grow in, and we use two-thirds of 
* fibrous loam, one-third thoroughly rotted leaf soil, and plenty of 
coarse silver sand ; we also hold that the plants should not be 
potted too firmly, or in some cases the young shoots will have 
some difficulty in pushing through. As a decorative plant, the 
one mentioned above will, if well grown, be found of great use, 
either for the greenhouse or for the table, as its foliage is both 
elegant and graceful, and shows well under gaslight. For the 
table, plants about a foot high, in 48-sized pots, surrounded with 
a plant or two of Isolepia gracilis, and the spaces filled in with 
Selaginella dentimlata will be found to make very effective 
low centres for tables, and will last for two or three months 
with ordinary care. We have frequently used a bamboo for the 
centre, five isolepis (in large 60 pots) around and close to the 
centre pot, and as many selaginellas in thumb pots as required, 
which generally amounted to from nine to twelve pots, if the 
plants were well grown. 

Propagation is effected by division when the crowns of the 
plants are of a sufficient size, but this process must not be 
carried too far, or the whole stock will be lost. Propagation 
is best done just before growth commences. 

Bamhusa Fortunei variegata is the only dwarf kind fit for pot 
work, but where a large tub can be allowed and plenty of house 
room is at hand, a plant of B, metake or B. gracilis is very 
effective, but they are from eight to ten feet hign. 

Begonia. — Greenhouse soft- wooded plant; grown for both 
flowers and foliage. Minimum temperature, 40deg. Begonias, 
which are of comparatively easy cxilture, contain both blooming 
and fine foliage specimens, and the greater part of them can be 
grown well in a greenhouse that is kept about 40deg. There are 
also some nearly hardy kinds, but of these we do not intend to 
treat here. The fine foliage kinds are very useful for any kind 
of wall decorations, the larger foliaged kinds being particularly 
useful for the purpose, as they grow so that the leaves quite 
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hide the pots when the latter are suspended against a w^. 
The colouTB of the leaves are very rich, from silver to rich 
bronze, of a veiy metallic appearance. A single plant in a 
amtLll v&se also loots well on a table, and as the plants stand 
the gas pretty fairly, they do well for table decorations, or for 
sidewards, mantel shelves, &o. Of the ornamental foliaged 
kinds, those of the Bex section (see Fig. 31) are very useful, 
as they will stand a fair amount of cold if it is not accompanied 
by a damp atmosphere. At one time they were classed as store 
plants, but experience shows that they can be used for deco- 
rative purposes in almost any greenhouse where the temperature 
is kept at from SSdeg. to 40deg. through the winter. 

The culture is very easy, and the various hybrids of the 
different kinds, caused by crossing B, rex with other varieties, 
are really beautiful. The aim in winter in a cool house should 
be the preservation of the foliage that is already formed rather 
than the production of new, and this can only be done in a 
place where the atmosphere is not suinharged with moisture. 
Where the temperature exceeds 50deg. the plants can be kept 
growing, and so will maintain plenty of foliage. Be-pot once 
or twice a year, using equal parts of peat and loam and plenty 
of shaip sand, or perhaps, where the loam is heavy, one-third 
should be used to two-thirds peat; pot moderately firm, and 
while giving sufficient water do not overdo the matter, so that 
the pknts become waterlogged. For this reason plenty of 
drainage must be given, or the same undesirable results wfil 
follow With the tuberous - rooted kinds, which are now 
coming well to the fore as bedding plants, and have a wide 
variety of colours, a somewhat different style of treatment 
must be pursued, as the plants rest through the winter. 
Our plan is to pot in the end of March, in somewhat 
rich sandy loam, affording plenty of drainage, and placing 
the plants in the light. Here they soon break, and in due 
course produce their flowers. Most of the varieties require 
sticks to keep them in form, and as the plants can stand in 
the greenhouse throughout the season, they require some 
assistance, as th^ sometimes get a little drawn. Plenty of 
watei^^is necessaxy during the growing season, and an occa- 
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-watering -with Uqnid manure will be found of great 
advantage. "When the plants have bloomed out the Buppl 7 of 
water sbould he lessened, and as the foliage dies off watering 
should he practically discontinued, hut the soil must not become 
iust-dry. During the winter the roots should be kept in a 
place where the temperature is about 40deg., as m a much 
cooler place they would rot. Although Begonias are generally 
termed stoTe plants, they can, as a rule, be treated as green- 
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house plants, the only essential being that the temperature 
shall not fall below 40deg. Of course, for winter blooming, 
a stove is necessary, as the heat given to the Begonias would 
prove very injurious to the other plants in the greenhouse; but 
for summer and autumn decoration the plants are excellent. 
In fact, the fine»foliaged kinds are useful all through the year, 
while the latter kinds are not. 
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Propagation is effected by means of cuttings, division of the 
roots in the tuberous section, and by seeds. Cuttings root 
readily in sand, or sandy peat if on a good bottom heat, 
divided roots start well in a warm greenhouse if this mode of 
propagation is taken in hand just as the plants start into' 
growth, and seeds will grow freely if started in a mild bottom 
heat or in a warm greenhouse In fact, it is quite possible to 
have Begonias from seeds in all houses that are moderately 
warm in April or May, but preferably they should be sown in 
February if a proper heat of about 65deg. can be maintained. 
We have found it the better plan to sow thinly on well-drained 
pots of sandy peat, covering each pot with a sheet of glass to 
prevent imdue evaporation, because as the seeds are small if 
much watering has to be resorted to a large quantity will be 
washed away. 

For ornamental foliaged plants select from the following, 
which are all good^ B, rex, B. Marshallii, B. Duchesse de 
Brabant, B. Queen Victoria, B. Comte de Lemminghe, B. Chag. 
Lievens, B. Diadem, B. nehuloaa, B. Sambo, and B. Snowdake. 
For blooming kinds select from B, Breigeii, white flowers and 
buds ;J5.fipa</iuZa<c», white; B, nitida, rose; B. Saundersonii, deep 
rose ; B. manicata, flesh; B. Frcebeli, ciimson-scarlet; and several 
of the intermediate hybrids. In fact, where there exists the 
means of raising the plants from seeds, a 5s. packet of seed will 
produce a good collection. M. Victor Lemoine, of Nancy, has 
also raised some double-blossomed varieties, which are excellent, 
but rather expensive. They are B. Gloire de Nancy, bright 
vermilion ; B. salmonea plena, rosy salmon ; B. Mons. Lemoine, 
orange vermilion; B. President Burelle, red, shaded scarlet; 
and B. W. B. Gumbleton, rosy salmon with orange centre. He 
has also raised some semi-double varieties of much excellence. 

Bignonia. — Nearly hardy hard-wooded climbers; grown for 
foliage chiefly, but the flowers are interesting. Minimum tem- 
perature, 36deg. These are handsome climbers, of great use 
in comparatively large houses, and in such give great satisfaction 
when well grown; but if neglected, and the foliage rendered 
unsightly by the attacks of insects, are of but little beauty. 
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The great point in the culture of all climbers is to obtain free, 
and at the same time sturdy, growth, giving due attention to 
training, pruning, &c., or the plants soon exceed all limits. 
Like all free-gi*owing plants, Bignonias do best planted out in 
the borders, and if in suitable soil they soon make a fine show, 
the fine pinnate leaves setting the large bell-shaped fiowers off 
to the greatest advantage. B. radicans does well in a large cool 
conservatory, and in many places it answers fairly out of doors 
in a warm situation, and on a warm sheltered wall they grow 
and bloom well, and are therefore generally termed hardy in 
catalogues ; but in many instances the term is delusive, as they 
do well only in the warmer parts of the British Isles. The best 
plan is to plant out in borders of comparatively light loam 
and leaf soil, affording plenty of drainage, and taking care the 
soil is in a sweet and fresh condition. 

Propagation is effected by layers, and by short jointed 
cuttings inserted in pots of sandy loam, taking the cuttings 
when the plants are at rest. As, however, there is rarely any 
advantage in having more than one or ^ two specimens, we 
advise the purchase of the plants at a nursery. 

The sorts that are useful for our present purpose are B. 
Australisj B. Capensis, B. capreolata, B. grandiflora, B. specioaa, 
B. Tweediana, and B, venusiay all of which are good, that is, 
good for large houses. 

Boronia. — Greenhouse hard -wooded shrub; grown for its 
flowers. Minimum temperature, 40deg. In a well-found green- 
house these should always be represented to a certain extent, 
more or less according to its size. It is, however, a rather 
tender plant if taken relatively with some of the other kind.s. 
such as acacias, &c., but still, like the chorizema, it is of 
much individual beauty, as it has fair-sized flowers of taking 
colours, and the foliage is elegant, and well clothes the somewhat 
erect and slender stems. 

It is not necessary, nor even desirable, to have too many 
plants of a sort in a small collection, and if such as those 
mentioned below are represented by one or two good (though 
not large) specimens, it will be far better than a large quantity 

H 
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of small ones, as the nameroiis soft- wooded and hardy plants 
that can be introduced from time to time will generally 
supply plenty of variety and bloom without the trouble 
that generally has to be bestowed on the better class of hard- 
wooded plants. And another, and perhaps the more important 
point, is that the hardier subjects require less attention than 
the regular greenhouse subjects. Like many of the other plants 
that decorate our glass houses in winter, Boronias should be 
placed out of doors from July to September; in pits is the 
better plan, as then there are greater facilities for protecting 
from heavy rains and thunder storms. They should not be 
fully exposed when first put out, but in the course of a week 
they may have all the sun and air possible. Potting should be 
performed once a year, as soon as the top growth ceases, as 
the roots then extend themselves in preparation for their next 
year’s work. For soil we use peat and maiden loam equal parts, 
and about one-sixth sharp silver sand, which we find best for 
general use, although many gardeners use a somewhat different 
c<.»mpost. This plant also requires some attention in regard 
to water; it must not be allowed to get dry, or disastrous 
results will follow, especially in summer, as a little drought 
then will soon cause it to lose its foliage. 

Propagated by cuttings taken off when the plants are at rest, 
and struck in sand or sandy peat,weither in a warm greenhouse, 
or by the aid of a gentle bottom heat. 

P. pinnata, purple, and B, aerrulataf scarlet, are two of the 
best, while if more varieties are desired, B. tetranda, red, B, 
Drummondii, and P. anemon^folia^ red, can be added. 

Bongainyillea.—* Greenhouse hard- wooded climber; grown 
for its flowers and general appearance. Minimum temperature, 
40deg. This is one of the most useful climbers there is, either 
for comparatively cool or for warm conservatories. During the 
summer it does well in a cool greenhouse. It can be grown in 
pots, and in the borders, but it certainly does best in the latter, 
as the plant is essentially a very gross rooter, and therefore 
requires plenty of space in which to extend. Strict training 
and pinching are not very advantageous, as they do not 
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tend to induce the free production of bloom ; indeed, the best 
plan is to allow the plants to ramble freely over the roof of a 
moderately high house, or along the upper portion of a back 
wall, and they will then bloom profusely for several months 
in the year, bearing terminal clusters of tube- shaped flowers, 
which set the large oval leaves off to great advantage. Always 
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provided that the proper attention is paid to feeding, and 
the plants are in a properly prepared medium. In preparing 
a border for the reception of Bougainvilleas, the first point 
to be considered is the drainage, which it is necessary to 
thoroughly secure. This is best done by laying in a quantity 
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of brick rubbisb, about, 6in. in tbickness, and communicating 
witb tbe drain belonging to the greenbouae or conservatory, by 
wbicb means all sourness and unfitness of tbe soil is obviated. 
Tbe bed should be excavated to a depth of 2ft. or 3ffc., according 
to tbe soil and position. For soil, use rough turf, loam, and 
fibrous peat, about two parts of tbe former to one of the latter, 
and about one-fourth to one-sixth part of sharp, gritty sand, 
according to the quality of the other soils, heavy loams 
requiring more sand than that which is more friable. Some 
cultivators use manure in the compost, but this we do not 
recommend, as it tends rather to cause the soil to become stiff 
and impeiwious to air, which, to say the least, is very unde- 
sirable, as such a condition is directly opposed to the well- 
being of any plant. We would rather advise the liberal 
application of liquid manure, as this supplies all tbe necessary 
food without destroying the porosity of the soil. As a rule, 
these plants do not answer for pot cultur^ in the greenhouse, 
as for this kind of treatment they require stove heat, which 
cannot be generally given in such a house. When the plants 
cease blooming each year, say in November or December, they 
should be closely spurred in, the same as with vines, and all 
weak leaders should be removed, so that strong wood only 
Is left. Scale and mealy bugs are the only insects to be feared, 
and these can only be kept down by hand picking. 

Propagated by means of layers pegged down into the borders 
or into pots of sandy soil, and left for at least a year before 
they are severed from the parent plant. 

For sorts choose from B, glabra^ B. speciosOf and B. splendens^ 
which are all good. 

Bouvardia. — Greenhouse hard-wooded shrub; grown' for the 
flowers. Minimum temperature, 40deg. Bouvardias are, pa/r 
emoellence, the flowers for cutting for bouquets, and are of 
comparatively easy culture. We think that the peculiar beauty 
of these plants well repays their cultivation, as no bouquet 
in winter is complete without them, their tubular jasmine- 
like fragrant flowers being very chaste and useful. The leaves 
are somewhat like those of the orange, and a well-grown plant, 
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about a foot high, having five or six trusses of bloom, is a 
very pleasing subject, the trusses being on the ends of the 
branches. The almost continual habit of blooming which 
^Bouvardias possess when well grown renders them valuable 
to growers of cut bloom, leaving out their intrinsic value. 
We once had the curiosity to ask some of the salesmen in 
Oovent Garden the value of what they had sold of these blooms 
in one morning, and we found that five of them had realized 
£50 between them. Of course, this was in the season when 
flowers are expensive, but still it shows the decorative value 
of the plant. The white varieties are, perhaps, the most 
valuable, as their colour is sure to match with almost any 
other, but, at the same time, the scarlet varieties are good. 

The mode of cultivation differs somewhat, according to the 
season in which it is desired the plants shall bloom, and, 
therefore, it is necessary that they be prepared accordingly. 
It must, however, be distinctly remembered that Bouvardias 
are not fond of a cold house durmg winter, an intermediate 
house suiting them very much better. In fact, they are 
better adapted to those who have warm greenhouses than to 
persons who keep out the frost only, these latter not being 
able to achieve much success; for although these plants do 
well in frames during the summer months, they are very 
susceptible to the cold of our winters. For ordinary work 
the following practice will probably suit most amatem’s, and 
we know it will suit the plants. 

In the first place, soil is a consideration, as the plants are 
rather fastidious in this respect, and they require rich food 
to grow them at all well and keep them in health. We use two 
parts thoroughly rotted manure and leaf soil and three parts 
good loam, with enough sand to keep the compost open. Strike 
the cuttings in a brisk bottom heat in spring, and when 
rooted pot off into thumbs ; still keep in a warm, genial, 
atmosphere, and as soon as the roots kiss the pot, pot off 
into large sixties. As soon as the pots are filled with roots, 
shift into forty-eights, and about the middle of June the 
plants may be put into aiiy frames out of doors; give each 
plant plenty of room to develop itself, and by a careful atten- 
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tion to stopping back during the earlier stages of tbeir growth, 
let each plant have from six to eight leads. In the end of 
August pot into thirty-two sized pots, and keep close for a 
day or two until well established. About the end of September 
the plants should be housed in an intermediate house, if they 
are wanted for spring blooming, and just kept moving through 
the early part of the winter; at least 50deg. should be main- 
tained as the temperature of the house where the Bouvardias 
are kept. It will be found that the plants kept thus will 
bloom in the end of February and March, as soon as the sun 
gets warm. Of course, the nearer they can be kept to the 
glass the better it will be for them, as they will remain sturdy 
and strong, and be in better condition for a long continuance 
of the blooming season. In such a house as is required for 
these plants, coleus, altemantheras, and other plants requiring 
warmth during winter, will do well. Those which are required 
for blooming in December and early the next year must have 
a brisk heat night and day through November and onwards, 
and they should be kept near the glass. About 65deg. at night 
is a very good temperature, but some little allowance must 
be made according to the weather. Water must be given to 
meet the requirements of the plants, but it must not be either 
over or under done, or bad results will be sure to follow, 
Bouvardias cannot be grown in the “ handsome glass con- 
servatory,” such as is fixed to modem villas, unless they are 
heated, and built in such a manner as to retain the heat when 
it is applied. Neither can they be grown in a house from 
which sunlight is wholly or partially excluded, as they want 
all the light and sun they can get during winter. Young 
plants, liberal cultivation, and plenty of warmth in winter, 
is the only secret of success. Always water with water of the 
same temperature as the house, syringe well occasionally, and 
fumigate once or twice if green fly appears. We have, how- 
ever, found that the less the plants are fumigated the better 
will they bloom, as the smoke appears to affect the foliage, 
and cause a partial arrest in the due performance of its natui^ 
functions. 

Propagation is effected by means of cuttings struck on a 
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brisk bottom beat in spring, in tbe same way as fuchsias. Only 
young wood should be used for cuttings, and it should be quite 
free from aphides, or great trouble will be experienced, if, indeed, 
the trouble taken is not quite thrown away. 

We have grown all the following, and found them good 
for their respective habits, but, perhaps, the easiest to do is 
B. jasmincpjlora. This very much resembles the white jasmine, 
and by some persons it is mistaken for that flower, although to 
those who are well up in flowers the difference is so great as 
to make the two flowers easily distinguishable. The list is as 
follows : B. candidissima (pure white), B. Hogarth (scarlet) B. 
JELumholdUi corymhiflora (white), B, jasminopflora (white, very 
free), B. Laura (fine rose), B. Leiantha (bright scarlet), B, 
Leiantha compacta (scarlet), B, longijlora flammea (rosy-blush 
tubes, salmon lobes), B. Rosalinda (salmon), B, triphylla (orange- 
scarlet, very free), B. Vrielandii (white, tinged with blush). The 
preceding are all good, and anyone fond of flowers would find a 
collection of them invaluable for winter use, or, for that matter, 
summer use as well. 

Brugmansia. — Greenhouse hard- wooded shrub or small tree; 
grown for its flowers. Minimum temperature, 36deg. These 
plants are well worth attention on account of their beauty, and 
also on account of their easy cultivation, and, as they are nearly 
hardy, they are very suitable for cool houses — in fact, more so 
than many of the more fashionable plants. They look best as 
standards from three to five feet in height, as the large ovate 
leaves and pendulous blooms, which are somewhat like immense 
lilies, can then be seen to the best advantage. The flowers are 
from five to seven inches in length, and about foui* or five inches 
in diameter, so that it does not take many to make a good 
display. A pretty large pot should be used, according to the 
size of the plant, and plenty of drainage must be afforded. For 
soil use either peat and loam, about one-third of the former to 
two-thirds of the latter, or use good sandy loam alone. A goodly 
amount of sharp sand should be allowed to keep the whole open, 
as a water-logged soil is not conducive io the welfare of the 
plants. Ordinary greenhouse treatment should be given, and 
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the plants will not fail to produce their fine blossoms in due 
season. 

For sorts B, lutea (yellow), B, Knightii (cream), and B. san^ 
guinea (red), are the best and most effective. 



^,ALAMF££I6. — Almost hardy climber. 
Grown for its ornamental foliage and 
flowers. Minimum temperature, 40deg* 
This is a useful evergreen climber, and is 
well worth growing in suitable positions, 
as it looks well, and is of comparatively easy cul- 
ture. The orange-coloured flowers, which are shaped 
somewhat as those of the pentstemon, are borne in 
terminal racemes, and the light green foliage is 
small and somewhat like that of the ordinary garden pea, having 
a tendril at the end, which grasps any projection in the wall or 
trellis very fiimly. It is of free growth and soon covers a large 
space, and therefore is very useful in many situations. The 
same cultural remarks apply to this as to Cohoea ecandens, which 
is treated further on, and therefore it is unnecessaiy to enter 
on the subject here. 

Propagated by seeds in the same manner as half-hardy 
annuals generally. 


Calceolaria (herbaceous). — Nearly hardy soft-wooded 
herbaceous plants; grown for their flowers. Minimum tem- 
perature, 35deg. These, like the preceding, are very useful for 
both house and conservatory decoration. Unless a stock of 
named plants exists it is scarcely worth while to purchase 
named sorts, as a packet of seed from a first-class firm will 
produce a good percentage of flowers nearly, if not quite, equal 
to many of the named varieties. The chief reason for using 
plants from seed is, however, the cheapness of the process, 
for one or two good named sorts would cost half-a-crown, 
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while a hundred or so of good plants can be obtained from a 
packet of seed costing that amount. The seed should be sown 
about the middle of July on pans of light soil, which should 
^ave been previously soaked with water. Care must be taken 
to make the surface of the soil level, and also to sow the seed 
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as evenly as possible, a matter of some little difficulty with 
fine seeds like Calceolaria, musk, lobelia, <fcc., as the seeds fall 
in bunches from inexperienced fingers. The seeds should be 
just covered (no more) with fine soil, a sheet of glass should be 
laid over the pan, which should be placed in a shady part of the 
greenhouse until the young plants show the first leaj. The glass 
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can then be gradually removed. As soon as they can be handled, 
the plants should be pricked out into pots or boxes, being 
kept about two inches asunder, and, as soon as they begin to 
crowd each other, each alternate one should be transplanted^ 
into other pots or boxes, so that the plants are about four 
inches apart. By the end of September to early in November 
they will be nice and strong, and fit for wintenng, and the best 
place for them is in a dry pit, where frost is excluded, or on 
the shelf of a cold greenhouse. Give only enough water to 
prevent the plants flagging, and keep all dead leaves re- 
moved. At the first appearance of green fly, fumigate with 
tobacco, as this blight does a vast amount of harm. About the 
end of January remove the plants into their blooming pots, 
using those from 7in. to 9in. in diameter, giving plenty of 
drainage, and a compost consisting of one-half good fibrous 
loam, one-fourth thoroughly decayed manure (cow manure 
preferably), and one- fourth leaf soil. To this should be added 
sufficient coarse sand and powdered charcoal to keep the whole 
open. Take the plants up with good balls of earth and roots, and 
pot them moderately firm. A good watering should be given 
through a fine-rosed watering pot, and the plants should be put 
on an airy shelf in a cold pit or greenhouse, where frost can be 
just excluded. For a few weeks constant attention is neces- 
sary — wateiing, aeration, fumigating, See., all being of para- 
mount importance to the future well-being of the plants. Care 
must be taken to give plenty of room, and to support the flower 
stems as they rise with small neat sticks. About May the 
plants will commence blooming, and continue to do so for a 
couple of months. As soon as the bloom is over, if the plants 
are cut down and placed in a somewhat shady border of light 
rich soil, they will afford plenty of stock for the next year; 
but, at the same time, we advise the use of seedling sorts. 
Clear liquid manui’e, not too strong, is very useful for herbaceous 
Calceolarias, if employed in moderation ; hut it should not be 
used too often after the flowers show colour, as it tends to mar 
their clearness. The chief points in the culture of herbaceous 
Calceolarias are plehty of air and light, attention to watering, 
Sec., and the destruction of fly as soon as it appears. 
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Propapted by aecdB aa described above, or by division of 
tbe plflute m tbe case of named sorts. Tbis division sbonld be 
done in October wben taking tbe plants up from tbe borders. 

Calceolaria (shrubby). — Half bardy semi-bard-wooded 
plants ; grown for tbeir flowers. Minimum temperature, 35deg. 
Nearly every one is acquainted witb tbis class of Calceolaria, 
wbicb is so much used for bedding purposes, but only a com- 
paratively small number know what fine decorative plants they 
are when well ^own. This is much to be regtetted, as a well 
grown shrubby Calceolaria in a 6in. or Sin. pot is really a 
very handsome and showy subject, useful alike in conservatory 
or dwelling house. It will be found more convenient to grow 
these in a pit or frame, as they are not so much attacked by 
fly in such a place, and also make sturdier plants. They 
are, however, a little later in blooming, but this is fully com- 
pensated by tbe better habit obtained and smaller trouble 
incurred. So long as frost is excluded, and the plants are 
kept moist, and receive plenty of air on "favourable opportuni- 
ties they will succeed very well in a frame, but should exces- 
sive moisture be applied or should the plants be frozen, tnen 
good pot plants will not be obtained. In the case of the ama- 
teur cultivator, it is a question as to which is the best time to 
strike cuttings of these plants, as unlike those set aside for 
bedding purposes, which are beet struck at the end of September, 
the plants for pots are required of a pretty good size if large 
specimens are wanted, but if it is only desired to have medium 
sized plants they can be treated as the bedding plants are until 
spring. If large plants are required they should be struck in 
August, the cuttings put in a cold frame facing the north, 
and, as soon as rooted, potted off into sixty-sized pots; and 
when the roots kiss the sides of the pots, re-potted into large 
sixties, or Sin. pots, in which they will remain until the end of 
February. The points of the plants should then be pinched 
out, and as soon as they break they should be potted on into 
forty-eight size pots. If there are from four to six breaks to 
each plant it will be sufficient, but should such not be the case, the 
plants should be stopped again, when the requisite number of 
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breaks will probably be obtained. As soon as the roots kiss the 
pots the plants should be transferred to their blooming pots 
(either din. or 8in.), and the shoots should be tied out so as to 
develop fully, a point of much importance. Every effort should, 
be exerted to maintain the foliage green to the base of the 
plants, and to attain this end the plants should be fumigated 
at the first appearance of green fly. From the end of February 
the plants should occupy a light airy pit, or frame facing the 
south, and as the warm weather arrives the pots should be 
plunged in coal ashes, as it is very essential that the roots 
should be kept cool, as in the native habitat of the plants. 
Very little manure should be used in the soil, but as the flower 
spikes are thrown up, weak liquid manure should be given two 
or three times a week. We follow the above plan successfully, 
and find that the plants are less liable to be attacked by insects 
than in an ordinary greenhouse, and from May till August the 
plants are all that can be desired. We place no reliance in old 
plants, but still, as is seldom the case, if a house is devoted to 
Calceolarias, they pay for attention. 

Bedding varieties should not be potted, but should be 
inserted about Sin. apart over a bed in a cold frame, and after 
breaking (the tops should be taken off early in March or about 
the middle of April) should be planted out where they are to 
remain. By this means the “ disease ” will be obviated. Should 
frosty weather ensue, the plants should be protected with 
inverted flower pots, a piece of slate or crock being placed on 
the hole — ^we have thus often protected more tender plants than 
Calceolarias — the chief object being to shield from the drying 
winds that at times accompany frosts. 

For soil use one-half good fibrous loam, one-eighth thoroughly 
rotted manure, and the remainder leaf soil, and enough sharp 
sand to keep the whole open. 

Propagated from cuttings, as described above, or from seeds, 
as described for the herbaceous section. 

We mention a few good shrubby Calceolarias ; but, with the 
general grower, we would advise the use of seedlings in 
preference: C. aurea fiorihunda, yellow; C. Excelsior, orange- 
brown, gold cap; C. Firefly, orange-crimson; C. Pluto, dark 
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crimson ; C. Aurora, crimson face, scarlet back ; 0. Clio, deep 
dark crimson; 0. Sparkler, crimson, gold cap; 0. Beauty of 
Montreal, bright crimson; 0. Crimson Queen, scarlet tinted, 
bronzy crimson; 0. Prince of Orange, red; C. Mrs. W. Paul’ 
•dark crimson ; and 0. Starlight, bright red. 


Calla.— -Tuberous greenhouse soft- wooded plant; grown for 
its flowers. Minimum temperature, 36deg. Calla, or Bichardia 
Mthiopica, or the white arum lily, is one of the most useful 
plants of its class. It can be had in bloom at any season, and 
can be grown as a window plant anywhere where frost is 
excluded, while its fine white spathe and yellow spadix render 
it peculiarly interesting. It can also be treated as an aquatic, 
subaquatic, or terrestrial subject, and in all cases it repays 
cultivation. Like most of the aroids, it likes a moderately 
open compost, well enriched, and during the season of growth it 
is very greedy of water — in fact, if the plants have good 
drainage and a proper soil, it is scarcely possible to give them too 
much. Of course there is a medium in aU things, and a careful 
cultivator is sure not to exceed this. There are two or three 
different modes of culture, two of which we have followed very 
successfully. The best plan in our hands is the following : As 
soon as the plants have ceased blooming, weak liquid manure is 
applied imtil the end of June, and meanwhile a trench has been 
prepared, like that for celery, well-rotted manure being used, 
and in this the plants are turned out, and kept well supplied 
with water during the growing season. A partially-shaded 
situation is best, and if a mulching with cocoa fibre refuse, or 
other fibrous material, is given, it tends to keep up a moist soil 
with fewer waterings. While planted out, all the flowers are 
removed, so that the strength of the plants is concentrated in 
the strong crowns. The plants are taken up about the end of 
September, and potted carefully in a rich and rather open com- 
post, well watered, and placed in a close pit for a week or so, 
and thence they are removed to the greenhouse, where by 
forcing some and retarding others a continuation of bloom is 
maintained for a long time. The other plan, which is not so 
good as the preceding, is, however, more suited to small gardens 
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where a kitchen garden, in any form, does not exist. As soon 
as the plants cease blooming in spring they receive a liberal 
shift, the roots disturbed as little as possible, and a good 
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rich open soil used. They are then placed in a moist pit for a 
few weeks until they commence growth, when plenty of air and 
water is freely given. Prom the middle of June water is given 
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more sparingly, and tlie plants are gradually exposed to the air. 
The plants are plunged in coal ashes out of doors until the 
middle of August, only water enough being given to keep them 
from shrivelling. In August they are replaced in the pit, and 
^well watered, and they soon commence growth, when by forcing 
some and retarding others a succession of blooms is maintained. 
In all cases plenty of drainage must be given, and close sticky 
soil must be avoided. 

Propagated by the small offsets formed on the main root 
These are taken off and planted in small pots when the parent 
plants are re-potted. In May or June these small plants should 
be put out into rich soil, kept well watered, and potted up in 
September for wintering. The second' season they should be 
planted out again, and if carefully tended the majority of them 
will bloom the next year. 

The two sorts we find best are C. JSthiopica and C. alba- 
maculata. 

Camellia. — Greenhouse hard-wooded shrub. Grown for its 
flowers. Minimum temperature, 40deg. The most important 
plant that is grown for fine blooms is the Camellia. Con- 
sidering the price the cut blooms fetch in market, it is 
surprising that more attention is not paid to the cultivation 
of this plant by amateur^ than is generally the case; but if 
anyone expresses astonishment at the fact, they are told that 
“the buds drop off,” and the plants cannot be made to do 
anyhow. To this we would reply that Camellias are as easy to 
grow as any other plant if you only go the right way to work. 
Dryness of the atmosphere and want of water at the roots will 
generally be found the causes of failure, and the remedy for 
these evils will, of course, rest with the cultivator. During the 
summer. Camellias can be plunged in the borders, or other places 
out of doors, and thus afford a little decorative display, while 
at the same time they are making growth and bloom buds. For 
ourselves, we prefer to keep the plants always under cover if 
they are at aU large, as we then contrive to get better results 
from them ; in fact, we prefer to have the plants in the borders 
of a cool conservatory as permanent plants, as they then make 
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the finest growth. Indeed, permanent plants give fai better 
results than any that are in pots or tubs, but as they require 
a large conservatory to give that room which is so necessary to 
them when grown in this manner, they are not generally 



Pio. 85 .— Cahxilia Japowica Fl. Pl. 

suitable to amateurs. The best mode of cultivation for amateurs 
is, therefore, in pots or tubs. 

Before going into the matter of treatment it may, perhaps, 
not be n-migg to point out a few of the uses to which the blooms 
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of the Camellia may be put, and foremost amongst these bou- 
quet making certainly takes a place. White Camellias (with 
other flowers) are much used for bridal bouquets, for the hair, 
and for buttonholes, and also for table decorations, and the red 
fre used for the same purposes, with the exception of bridal 
bouquets. A single bloom of Lady Hume’s Blush, properly 
mounted and wired, is one of the nicest flowers imaginable for a 
lady’s hair, as is also a bloom of Imbricata ; they are also very 
good for buttonhole bouquets, although for our own part we 
should prefer a rosebud and a spray or two of bouvardia, backed 
with a frond of Adiantum gracillimumy as we consider a large 
flower is out of place in the coat. Some of the semir double 
varieties come in very usefully in a half-expanded state, as they 
are pretty and not too large. In the decoration of a dinner 
table, both single and double sorts are very valuable, as they 
take the place of roses, and besides, they last for many days if 
they are properly gummed and mounted. Gumming is neces- 
sary with all flowers grown indoors, or they soon fall to pieces. 

The cultivation of the Camellia is very simple, attention to a 
few easy rules only being necessary for their proper culture. 
The great faults in growing Camellias are too great heat, with 
very often a dry,* arid atmosphere, and too much or too little 
water. We have very often seen plants kept dust dry, and as a 
natural consequence all the bloom buds fell off, as they would 
had they been kept over wet at the roots. Too much dry heat 
will fetch off the buds with a run, as will also forcing, or rather 
trying to force the plants into bloom early. The way to get 
Camellias to bloom well is to keep them just moist enough, and 
at a temperature of from 45deg. to 50deg., allowing lOdeg. 
to 12deg. rise for sun heat; fresh air of the temperature of 
the house may be admitted, so that mildew is kept down, and 
little else has to be done. To obtain the blooms early, the 
plants should be gradually induced to ripen early, so that 
early blooming may follow, according to the patural order of 
things, as the plants will not bear to be forced in the general 
acceptance of the teim. Plenty of light, also early varieties 
of the plants, are necessary for early work ; and with care, 
Camellias can be had for some months, but they must, of course, 

1 
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be rather strong in numbers. It should be remembered that 
Camellias are nearly hardy (in some places the single white 
blooms well out of doors), and in places where frost is excluded 
they do well if not neglected, but, as with all plants, attention 
is one of the secrets of success. The time to pot Camellias is 
when they cease blooming, using two parts good fibrous loam, 
one part peat, and enough sand to keep the whole open. Pot 
firmly and not deeper than before, or it is probable that the 
plants will be killed by the water settling round the collar. 
Liquid or other manure is not required, nor is it desirable to 
apply it, as it sooner or later causes the destruction of the 
plants. 

As a rule, insects do not trouble this class of plants, but 
scale will sometimes appear, and can easily be removed by 
hand. Thrip also occasionally appears, when a little smoke 
will settle them. A mildew like that which attacks Cape 
pelargoniums sometimes shows up; but it is not very often 
the case, and a soft sponge and some lukewarm soapy water 
will soon clear it off, but if the place is ventilated, and kept 
fairly clean, there is very little fear of its appearance. 

Propagation is effected by grafting on stocks of the common 
single varieties, and is beyond the reach of the ordinary amateur, 
such work being done well in quantities, and in houses devuted 
to Camellias only. 

For a selection of double Camellias we would recommend 
*Imbricata red; Alba jplena white; '*^Lady Hume’s Blush 
white blushed caimine; Angustina auperba transparent rose, 
occasionally spotted with white; *Bealii crimson; Circe 
white; the flowers of this are small, and suited to bouquet 
making; Comte de Corner soft rose; Comte de Paris salmon 
pink; *Duke of Lancaster clear rose; *Eximia dark crim- 
son scarlet; Exquiaita rose, flowers small and suitable for 
bouquets; Fimbriata white, the edge of each petal is nicely 
fringed; Frederici crimson, maroon; Nigra deep crimson 
lake, the darkest flower in the family; Wilderii soft rose. 
All the preceding are double, of fine form, those marked with 
an asterisk being old favourites with glowers. The following 
are either single or semi-double, and are very useful for cutting 
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when half expanded: Alba marginata single red, variegated 
foliage; Donchelaarii semi-donble, rich crimson, marbled and 
blotched white; Reticulata semi-donble, bright rosy lake; Ba- 
^anquafoliis variegatis, single red, variegated foliage; Basanqua 
rosea single, bright red; Tricolor semi-double, white, deeply 
flamed with carmine. We have excluded striped and flames 
flowers, because, as a rule they have a somewhat confused 
appearance, but if anyone wishes for them they are rather 
plentiful. All the above are suited to pot cultivation, and, 
if one of each is obtained, they make a nice selection. 

Campanula. — Hardy herbaceous perennial. Grown for 
their blooms. Minimum temperature (when grown in pots), 
SOdeg. Campanulas, or bell flowers, are amongst the most 
beautiful plants grown, both for form and colour of the bloom 
and the form and fresh green appearance of the foliage. The 
dwarf varieties are really very fine for pot culture, and form 
masses of light green foliage covered with a greater or less 
number of bright white or blue flowers, that render the plants 
very acceptable either for rooms or the cool greenhouse. 

A comparatively rich sandy loam suits the plants, if plenty of 
drainage is afforded. We keep them in cold frames during the 
winter, and introduce them as required, unless, indeed, it has 
been found necessary to keep them in the greenhouse altogether 
The chimney Campanula is quite out of place in a small house, 
and, besides, it is not of any great decorative merit, the dwarf 
kinds only being really admissible to the greenhouse. As a 
rule. Campanulas should be repotted in autumn; pot firmly, 
and keep the crown of the plant just a trifle raised above 
the soil, or at times they will fog off through the water 
lodging around the collars. The plants should be repotted 
each autumn, when they may be divided into as many plants 
as there are rooted crowns, if numbers are the chief object; 
but if moderate sized plants are desired, then the old plants 
should not be too much divided. 

Propagated by means of division, or by seeds sown on sandy 
loam in April or May. 

Of sorts there is a pretty wide selectioni especially as the 
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binata, purple blue, Sin.; 0. i.floribunda, blue; C. t. alba, white- 
C.Barrelieri, ein., blue; C. nitida, blue, ein.; C. n. flore plena, 
blue; C. pulla, ein., blue; and 0. rubra, red, 6in., we have found 
to answer the purpose well, and at times we have used the Oanter- 
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bury bell — C. media (Fig. 37) and C. media fi, pi . — very success- 
fully. The plants are grown out doors until just before tbe 
flowers open, and are then carefully potted up and watered; 
gn being kept in the shade for a few days, the blooms open and 
become very handsome. The new variety, 0. media calycan- 
thema, in which the calyx is of the same colour as the corolla, 
is also very effective when treated in this way. 

Canna. — Half-hardy herbaceous perennial plant. Grown for 
its foliage. Minimum temperature when at rest, 30deg. These 
plants are used very much for subtropical gardening, and 
they are very fine, as will be seen by Fig. 39, and a few 
plants transferred into the house late in the year have a 
bright appearance for a month or so. It is, however, for the 
flower garden that the Canna is chiefly grown, and for this 
reason it is advisable to treat them for this purpose and for 
the cold greenhouse alone, and, if it is desired to introduce a 
few plants into the greenhouse late in the season, they can be 
grown in the borders or kitchen garden. -Fig. 38 shows growth 
and inflorescence of C. indica. 

As Gannas can be raised from seeds as well as division of the 
roots, we give the treatment from the first. Seeds should be 
sown in light soil in January or February, in a brisk bottom 
heat, and, when large enough, should be potted off singly into 
small pots, using rich moderately light soil. As soon as the 
roots kiss the sides of the pots, re-pot into 4in. pots, and get the 
plants hardened off by the end of May, so that they can be put 
out early in June. A deep, rich, loamy soil is the best for the 
plants while out of doors, and good drainage is a necessity. 
Plants to be put into the greenhouse should be taken up and 
potted into large pots about the end of August, well watered, 
and kept close for a week, when they may be stood out of 
doors until the time arrives for frost, and then they can be 
housed. As soon as the frost cuts down the foliage the old 
plants should be taken up, placed in boxes, and kept mode** 
rately dry until March, when they can be divided and started 
in the greenhouse preparatory to bedding-out in June. Besides 
the ordinary green foliage, some of the plants have leaves 
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finely marked, wliich thus form an additional attraction, while 
the flower (which somewhat resembles that of the gladiolus) is 
very handsome. 

propagated by seeds, as described above, and by division of 
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the roots when growth has just started in spring. The latter 
plan is, perhaps, the best, as it takes a long time comparatively 
to get good plants from seeds. 

The following is a selection of really good sorts, and well 
worth cultivation : C. Anriei, large glaucous foliage ; C. A, dU- 
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high ; C. aurantiaca zehrinaf brown barred foliage ; C. coccinea 
vera, scarlet flowers; 0. Daniel Hooinbrencb, bright yellow 
flowers; 0. D6put4 Heron, leaves glaucous, flowers sulphur and 



120 * Greenhouse Management for Amateurs, 


orange ; C. exceha zebrina, dark- veined long leaves ; C. expansa 
ruhra, dark leaves, blood-red flowers ; C, insignis, large foliage 
rayed with chocolate ; C. limhata major, undulated foliage, red 
flowers ; C. metalUca, magnificent reddish bronze leaves ; C. Een\ 
daileri, long narrow violet leaves, orange flower ; C. Schuhertii, 
ruby flowers ; C. tricolor, very fine foliage, streaked and mottled 
with creamy white, and margined with red, and red stems ; and 
C. Warszewiczii major, scarlet flowers, green musas-like foliage, 
dark margins. Of course, all these will not be grown, but on no 
account should C. tricolor be omitted, as it is so very beautiful. 

Carnation (Tree or Perpetual). — Hardy, or nearly hardy, 
soft-wooded plant. Grown for its flowers. Minimum tem- 
perature, 4?0deg. 

These are, without doubt, some of the most useful plants 
grown for cut bloom, and, as the culture is of the easiest, it 
is a matter of much surprise to us that they are not more 
grown by amateurs than is at present the case. 

We strike the plants from June till the end of September in 
the ordinary manner, and, when well rooted, pot them off into 
Sin. pots ; when established in these, about the end of August, 
we give a shift into 4in. pots, in which they are wintered 
the first season. As the plants are nearly, if not quite 
hardy, all the light and air possible are given, and undue 
moisture avoided. The second season the plants are grown on 
and not allowed to bloom, two or three shifts being given until 
they are in 12in. pots, when they will be from 2ft. to 4ft. high, 
and capable of producing a large amount of bloom, as, unlike 
the old clove carnation, if well treated, they bear abundance of 
flowers, which are like those shown in the illustration (Fig. 40). 
Meanwhile the shoots are trained out into their places, and the 
general contour arranged. When the pots are filled with roots, 
liquid manure is supplied, and about the middle of September 
the plants are taken indoors, and plenty of air admitted for 
some days. By maintaining a temperature of 6deg., and ap- 
plying sulphate of ammonia as liquid manure, ample bloom 
is obtained in the proper season. 

For soil we use good fibrous yellow loam, and sand enough to 
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keep the whole sufficiently porous to admit of the free passage 
of water. By this system late bloom is obtained. 

Where heat can be afforded without detriment to other 
isubjects in the house, the following is as good a plan of culture 
as any. From November to the end of February take cuttings 
and strike them in bottom heat; as soon as rooted pot them 
off and gradually harden them, so that they will bear removal 
to the greenhouse, where 
they should remain till April. 

Then plant them out on 
heavily-manured ground, and 
water in, if necessary. In 
June go over the plants and 
take off the tops, and about 
once a fortnight take off the 
tops of any of the side 
shoots which may appear 
likely to bloom. About the 
end of September carefully 
pot up the plants, and shade 
for a week or ten days, being 
careful to keep them in a 
healthy state of moisture, and 
give an unlimited supply of air 
until frost sets in. Commence 
fire heat in the early part of 
November, gradually work- 

and maintaining a 40 —group or Carnations. 

night temperature of 60deg., 

admitting a free circulation of warmed air during the day. 
Fumigation must be resorted to if fly should put m an 
appearance, and, for mildew, flowers of sulphur should be 
thoroughly dusted over the plants, washing it off after three 
days, and being very careful to remove all dirt from the 
plants. 

Propagated by layers or cuttings, as described above. 

The following are very good sorts for general purposes: 
Garibaldi, rosy scarlet; Souvenir de Malmaison, blush white; 
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Bride, pure white; Oovent Garden Scarlet, scarlet, very fine; 
Dragon, scarlet; Boule de Feu, scarlet; Prince of Orange, 
yellow, edged crimson ; La Belle, pure white ; Jean Bart, bright 
scarlet; Oscar, yellow ; Henshaw’s Scarlet, good scarlet ; Lee’st 
Scarlet, a very good serrulated scarlet; Valiant, rosy scarlet; 
Rembrandt, large crimson ; Maiden’s Blush, blush white. 
Rather more trouble will be found with the yellows than with 
the other varieties, but the yellow sorts are often the most 
esteemed. 

Cassia. — Greenhouse hard-wooded shrub. Grown for its 
flowers. Minimum temperature, 30deg. This is one of those 
good old-fashioned plants that the rage for novelties has nearly 
displaced, and consequently it is not seen so often as it 
should be. Its beautiful hawthorn- shaped golden blossoms, 
which are borne plentifully in tenninal clusters from June 
till the end of the year, are always in demand for cutting, 
and make a back wall or pillar a mass of golden wealth. It 
is also a fine subject for outdoor decoration, as it blooms till 
frost cuts it down. Young stock struck in spring and gi’own 
on make very acceptable plants for autumn decoration, and, 
in fact, no house should be without them. Indeed, Cassia 
corymhosa (yellow) is one of those old neglected plants that 
well repay cultivation, but from prejudice, or some other 
reason, seem almost dying out. From the very simple nature 
of its culture it is essentially a plant for the amateur, and 
should never be omitted from a collection of hard-wooded 
plants. For indoor use we pot in maiden loam and sand 
and a little peat, and in this the Cassia does well. For out- 
doors, we plant out in June, and as soon as the frost touches 
the foliage we pot them up (after cutting back nearly to the old 
wood), and winter in the back part of the greenhouse, or where 
there is a vinery, in that, just keeping out frost. For beauty 
of bloom, easiness of culture, and general usefulness, in our 
opinion, there is no plant to beat this. 

Propagated by cuttings inserted in pots of sandy soil, either 
in a greenhouse or by the aid of a little bottom neat. As a 
rule, spring is the best time to strike cuttings. 
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Celosia. — Tender annual. Grown for its inflorescence. 
Minimum temperature, 50deg. Unlike cockscombs, Celosias 
have large plumes of bloom, and form pyramidal masses of 
colour, not greatly unlike the old Love-lies-bleeding and Prince’s 
feathers, which they resemble, in both leaf and inflorescence, 
to a great extent. The Celosias are, however, greenhouse sub* 
jects, while the amaranthuses are practically hai’dy. The 
plants attain a height of from 2ft. to 5ft., and in some 
strains they have a graceful pendant habit, which renders 
them particularly beautiful when they are well grown. Like 
cockscombs, they do not really answer unless a moist warmth 
is kept up, and, like them, they must be kept near the glass, 
and have plenty of room for their free development. With all 
the Celosias frequent syi'ingings are also necessary to keep 
down thrips and red spider ; but, if grown in a moist frame, less 
trouble will be experienced on this head. The seed should be 
sown in the same manner as cockscombs, and the treatment 
should be the same until the first potting. After this the plants 
should have frequent shifts until the blopming pots are reached, 
those for the largest plants being 12in. ; but they can be 
bloomed from Gin. pots upwards. A moist genial atmosphere 
must be maintained, and the plants must not suffer from 
drought, or the foliage will be lost. As soon as they 
become too large for the frames, they should be transferred 
to a span-roof greenhouse, allowing plenty of room for the 
circulation of air and free admission of light, and plunging 
the pots in cocoa-fibre to maintain as equable a temperature of 
the soil as possible. As soon as the blooming pots are filled 
with roots, copioul supplies of liquid manure should be given, 
and, where necessary, stakes should be placed to the plants to 
keep them upright under the weight of plumes. Such little 
matters of routine as we have frequently mentioned before will 
also require to be seen to and the plants will be well worth the 
trouble taken with them. 

Propagated from seeds as described above. 

The sorts of Celosia pyramidalis that are to be recommended 
are C, p. aurea, yellow; G. p* coccinea, scarlet; and 0. p. 
purpurea, purple. 
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CexLtaurea. — Half-hardy perennial. G-rown for its foliage. 
Minimum temperature, 40deg. These are white-folia ged plants 
of mucli use for bedding pui*poses, and also for the decoration of 
the greenhouse during the cooler months of the year ; and as they ^ 
have a somewhat snowy appearance, they blend well with richer 
forms of coloured foliage, but the thistle-like blooms, which are 
generally yellow, are of no value from a decorative point of view. 
The culture is simple. 

Sow seeds in August on sandy soil, and prick off into small 
pots, and as soon as the roots fill them, re-pot into large 
sixties. Winter the plants in these, and in March re-pot into 
4in. pots, in which the plants can stand until Jime,.rWhen, if 
large plants are required, they can be re-potted into 6in. pots. 
During the summer, the plants can be stood out in the frames, 
or where grown as bedding plants they can be put out, and 
the contrast afforded will be vei*y good. A moderately rich 
and sandy soil is necessary, and freedom from excessive 
moisture is essential. The plants can also be raised from 
cuttings taken off with a heel attached, and struck during 
summer in a frame facing the north, or in a slight bottom heat 
in spring. 

Propagated by seeds or cuttings, as described above. 

For sorts choose from C. argmtea plumosa; C. gymnocarpa; 
C. ragusina, and C. r. compacta, 

Cerasus. — Hardys hard- wooded small tree or shrub. Grown 
for its flowers. Minimum temperature (for pot work), 30deg. 
The cherries are very useful for house decoration if treated the 
same as almonds. The double varieties ar^ the best for the 
purpose, having flowers like large double daisies, either white 
or pinkish white, according to the nature of the soil. The single 
varieties are of little use indoors, but are fine outside; and 
as the bloom is not so persistent as in the double kinds, the 
plants are not so well suited for indoor work. The application 
of manure of a highly nitrogenous character frequently causes 
the blooms to be suffused with pink to a greater or less degree; 
but it is better to select plants having this characteristic while 
they are in bloom, so as to insure— to a certain degree— its 
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repetition. These are amongst the prettiest hardy decidaous 
hard- wooded subjects there are. 

Propagation is effected by grafting on stocks of C. Mahalehy 
or in modem practice generally by budding ; grafting just as 
the growth starts, and budding when the bark will “ run ” well 
and the plants are in active growth. 

C. Japonica midtiplex, double dwarf pink ; C. J. alba Ji. pi. 
double dwarf white ; C. serrulaia, double Chinese ; C. sylveatris 
fl. pl.t double French ; and C. vulgaris fl. pl.t common 
double, are about the most useful of all the plants amongst 
the cherries, and, as we said before, they well repay any 
trouble bestowed on getting them forward in the house, 

Chimonantlms. — Hardy hard- wooded shrub. Grown for its 
flowers. Minimum temperature, 30deg. This is a very useful 
class of plant, of very easy culture, best suited for planting out 
in the borders of a conservatory. In fact, we have never seen it 
done well in pots, either in a private garden or nursery, and, 
therefore, cannot recommend it for pot work. The plants should 
be grown in a compost of loam and sand, enriched with leaf soil, 
a suflaoient root space should be afforded, and they should 
be trained against a wall, so arranged that a sufficient space 
for the full development of the large laurel-shaped fohage is 
afforded. The same general treatment as regards watering, 
ventilation, &c., should be given as to other hardy hard- wooded 
subjects, and the plants will grow and bloom freely. The flowers 
are highly fragrant, and although not very ornamental, are yet 
very useful for various purposes. 

Propagated by Attings, taken off while the plant is at rest, 
and struck in sandy soil in cold frames. It is, however, the 
better plan to purchase plants when needed, as but little good is 
to be gained by propagating plants of this class. 

The sorts we would recommend are C. fragranst brown, and 
C. luteus, yellow; 0. grandijlorus, yellow, is also rery good. 

ChoriBema.— Greenhouse hard-wooded shrub. Grown for 
flowers and general appearance. Minimum temperature, 40deg. 
This is a family of plants that is most decidedly ornamental, 
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and althougli not so easy of culture as some of the other hard- 
wooded plants, will repay any trouble bestowed on it. The 
pea-shaped flowers are very handy for bouquets, and the small 
hoUy-like foliage is also very elegant, being of a very fresh* 
green. Trained on a balloon frame, about fifteen inches 
higb, tbe plants when well bloomed form quite “ a picture,’* 
and for decorating a window are first-rate. Allowed to grow 
natui-ally, small specimens are very effective, and amongst 
other flowering plants give a rich, bright appearance that 
few other subjects possess, and many amateurs we have known 
say they cannot wish for a better return for their care and 
attention than these plants give. The flowers, which are 
somewhat pea-shaped, are borne well above the foliage, and 
are not so awkward to arrange in a bouquet as some others, 
and for this reason alone would be worth cultivation, were the 
bright colours left out of considemtion. The plants can be kept 
outdoors from the beginning of July till well into September, 
and require no trouble with the exception of watering. Potting 
should be performed as soon as the plants cease blooming. 

The soil we use is two parts peat to one part maiden loam, 
and plenty of sharp sand. We are aware that some gardeners 
use a somewhat different compost, but we have always had good 
success with the above, and can recommend it. 

Propagated by means of cuttings struck in a gentle bottom 
heat, or what is more useful to amateurs, by seeds sown in April, 
and as soon as large enough, potted off into small sixty- sized 
pots, where they will, after once stopping, remain till the follow- 
ing spring. Re- pot in March or April, and afterwards treat as 
for the older stocl^. ^ 

For sorts the following will suit the most fastidious, and we 
kno^ that where we have had them they have given every satis- 
faction : C, cordata, red ; C. cordata splendens, red j C. flava ; C, 
ilicifoliaf yeLow ; C, Lawrenciana^ orange ; C. macrophgllat red ; 
C. omtat scarlet ; C. varia^ orange, red ; (7. varia nana, dwarf 
yellow, red; 0. varia Chandlerii, orange, red; and C7. varia 
rotimdifolia, red. 

C]ir3rsantliemxuii.’--'Hardy herbaceous perennial soft-wooded 
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plant. Grown for its flowers. Minimum temperature (for pot 
work), 36deg. These, though hardy, if grown for indoor 
decoration require such special treatment as to render them 
^worthy of a place amongst greenhouse plants. Whether the 
pompones, ordinary sorts, or Japanese varieties are grown, the 
show of colour and varied form will be very great, and supposing 
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that a fair collection exists, a very good display of colour will 
result. Indeed, the varied colours render the greenhouse veiy 
gay for some of the dullest months in the year. In all cases it 
is, however, very necessary that proper attention and liberd 
culture he given, or the plants will not be so brilliant eithw in 
foliage or bloom i and as good foliage is as much an essential as 
fine blooms, plants that are deficient in that respect are certainly 
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not good specimens of oulture. With all flowering plants baro 
stems, as a rule, indicate some error in their cultivation, and to 
exhibit such plants on the stage of a greenhouse generally shows 
up their defects. The methods of cultivation are legion, and, 
nearly everyone who grows for market or home use has some 
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particular part or parts of his treatment different to his neigh- 
bour’s. But whatever plan is pursued, the object is the same, 
i.e., the production of well-furnished, free-flowering plants, of 
not too great a size. For the use of an amateur, large plants 
are, frequently in the way, as are also those which attain a great 
height, unless, indeed, the bloom is required for cutting for 
exhibitions, when the best plan is to allow the plants to attain 
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their maximum growth, as finer flowers are then produced, but 
as only one or two blooms are allowed to each, plants grown for 
cut blooms are certainly not vei’y ornamental. 

, In the end of March or the two first weeks in April, strong 
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cuttings, 3m. or 4m. long, should be inserted, three in a Sin. pot, 
and the pots should be plunged into a gentle hotbed. When 
well rooted, the plants should be hardened off somewhat and 
potted singly into Sin. pots, keeping them close for a few days and 
then giving air more or less freely, according to the weather. As 

K 
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soon as tlie young plants have grown about 2in., the points 
should be pinched out, so that they may be induced to 
break freely, a point of much moment. As soon as the pots are 
full of roots (not pot bound) a shift into 4in. or 6in. pots should 
be given, particular attention being paid to watering and stop- 
ping back where necessary. About the end of May the plants 
can be removed to their blooming pots. Sin. or lOin., and 
at once plunged in a bed of coal ashes. The soil used 



Flo. 44,— Akkmonb-floweeed Pompone. 

for potting should be composed of three parts good loam, one 
part rotten manure, and one part good rotten leaf soil, with, 
perhaps, a small quantity of hoof raspings from a farrier’s shop. 
To th^e a sufficient quantity of sharp sand should be added to 
render the whole sufficiently porous to admit of the free passage 
of water. Drainage should be particularly cared for, on account 
of the large quantity of water the plants require during their 
season of growth. They should not be stopped after the middle 
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of June, but the branches should be kept well tied out, both 
to admit a free circulation of air and to maintain a comely, 
well-balanced shape. As the pots become filled with roots 
^iquid manure should be supplied, and continued until the 
blooms begin to open, when it should be discontinued. Another 
plan is to turn the plants out into good soil in April and care- 
fully grow them on outdoors, potting them up in the end of 



Fio. 45.--NEW PoMPONB, “ Model op PaEPBCTiON.*’ 


September. Small plants are easily obtained by layering 
branches, and, when rooted, gradually severing the branch, and 
then potting the young plants without injuring the roots more 
than can be avoided. Chrysanthemums bloom well in a tem- 
perature of 38deg. to 45deg., provided plenty of air is admitted 
to keep down mildew. Fly must be got rid of by fumigation 
and mildew by dusting the parts affected with flowers of 
eulphur. The chrysanthemum fly is sometimes troublesome. 

F 2 
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The egg is laid under the skin of the leaf, and if the grubs are 
not removed the plant is very much weakened. Their presence 
is easily detected by the brown channels they form in the leaves. 

Propagation is effected by cuttings as described above. • 

The following are some good plants for pot culture, though 
most of them are old: — Anemone-flowered : Antonius, yellow; 
Empress, lilac; Prince of Anemones, lilac blush; Lady Mar- 
garet, white; King of Anemones, crimson purple; Firefly, bright 
scarlet. Pompo^es : Aigle d’Or, yellow ; Helene, rosy violet ; 
Madge Wildfire, bright red, gold tips; Mrs. Dix, blush; Rose 
Trevenna, rosy blush ; The Little Gem, delicate peach ; Model of 
Perfection (Fig. 45), beautifully quilled, and of a delicate mauve 
colour, with petals edged with a lighter tint. In Fig. 44 we 
illustrate an Anemone-flowered Pompone. Japanese : China- 
man (Fig. 41) is one of the newest and most remarkable of this 
picturesque tribe, with curiously twisted florets, the effect of 
which is increased by the telling contrast of upper and lower 
sides. The other type we give of this class is our old favourite, 
Red Dragon (Fig. 42); this is a large, loose flower, of a rich red 
chestnut, tipped and centred with gold. Prince Satsuma, golden 
yellow; Tasselled Yellow, good yellow. Chinese or ordinary : C. 
aurea mnltiflora, pure yellow; Beverley, ivory white; General 
Slade, Indian red, orange tips; Gloria Mundi, golden yellow; 
Golden Beverley, rich gold; Golden Queen, canary yellow; 
Josiah Wedgwood, rosy carmine; Lady Slade, lilac, pink centre; 
Mount Etna, rich red ; Miss Mary Morgan, delicate pink ; Mrs. 
G. Rundle, white; Prince Alfred, rosy crimson; Queen of 
England, ivory white ; Queen of Whites, large white ; Rifleman, 
dark ruby; Rosa mutahilis, delicate peach; Sam Slick, ruby, 
bronze tips; Yellow Perfection, golden yellow. The reflexed 
flowered class form a veiy* distinct group, one of the best of 
which is Dr. Sharpe (Fig. 43), a conspicuous, perfectly- shaped 
flower, of a rich amaranth colour, and of recent introduction. 
The above sorts, if obtained true, will be found to answer all 
requirements, and all the plants are good both in foliage and 
flower. 

Cineraria. — Half-hardy perennial soft-wooded plant. Grown 
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for its flowers (see Fig. 46). Minimum temperature, 38deg. These 
are amongst the most ornamental, and, at the same time, most 
easily grown plants there are, and as a half-crown packet of 



Fio. 46 — -Flowerikg Head or CmiRAitiA, 


good seed will produce a vast assortment of colours, they 
should be grown by everyone possessing a house where 
frost is excluded during winter. The colours range from 
pure white to purple and ciimson in seifs, and all the 
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various colours, banded witb others, as white banded with 
crimson, white banded with blue, blue banded with white, &c., 
all of which contrasts are very effective and look excellently 
well as individual blooms. Some of the named varieties are' 
fine, but, at the same time, many of the “ sti’ains ” of seedlings 
of the last few years are (except in the view of professional 
florists) as near perfection as possible. In all cases it is advis- 
able to grow Cinerarias in pits or frames, so that they do not 
exceed 18in. in height, with just enough heat to keep out frost ; 
but, as the generality of amateurs cannot afford heated pits, 
the plants should be grown in frames until frost sets in, and 
then removed to a light airy position in the greenhouse to pro- 
duce their daisy-like blooms. Seed should be sown under glass 
in July and August, and, when large enough, the young 
plants should be potted off into small pots, and kept close for a 
few days. As soon as the roots kiss the sides of the pots, 
give a shift into others an inch larger, and continue to do so 
until Sin. pots are reached, when liquid manure should be 
applied, and as the plants get pot bound they will commence 
to bloom. In the case of edged varieties, as soon as they 
commence to show colour the liquid manure should be discon- 
tinued and clear water substituted, or the flowers will become 
muddy, and not look well. With old plants the cultui’e is much 
the same ; the plants are divided early in August, repotted into 
small pots, and grown on as before directed. 

For soil use the following compost : Two parts of fibrous loam, 
one part leaf soil, and one part cow manure, with enough sand to 
keep the whole open, for if once the plants get waterlogged they 
are spoiled. It is, therefore, necessary to provide plenty of 
drainage to each pot, and to stand the plants where the watei 
will run away easily, instead of placing them in saucers where, 
as is too often the case, the stagnant water is not removed. 
Pegging out the foliage and tying out the blooms wUl, of 
course, be necessary to make the plant appear at its best. 
After blooming, such plants as it may be desirable to keep 
should be cut down to within 6in. of the pots, so that they 
shall afford plenty of suckers to provide the plants of the 
next season. Green fly must be kept down by frequent fumiga- 
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tion, and should mildew appear, flowers of sulphur should be 
dusted over the plants. 

Propagated from seeds or divisions, as described above. 

We give a selection of some really good named varieties : — Belfs : 
Adam Bede, bright rose ; Blue Beard, deep blue ; BriUiant, bright 
crimson; Captain Schriber, light blue; Duke of Cambridge, 
crimson; Eclipse, rosy carmine; Eclat, shaded pui*ple ; Reynolds 
Hole, scarlet crimson; Snowflake, pure white; Uncle Toby, 
deep purple. Edged and handed : Agrippa, white, rosy crimson 
edge ; Amazon, light ground, crimson edge ; Auricula, white, 
heavily tipped blue; Bridesmaid, white, purple margin; Chan- 
cellor, deep purplish crimson, white circle and disc: Chas. 
Dickens, white, rosy crimson edge; Evelyn, light ground, tipped 
crimson ; Flora, pure white, crimson edge ; Ino, white ground, 
heavily tipped crimson; Juno, crimson, white ring; Meteor, 
crimson, white ring; Miranda, white, blue edge; Orb of Day, 
rich glossy crimson, white ring; Zoe, rich crimson, light ring. 
As it is impossible to suit anyone’s taste by a mere descrip- 
tion, we would advise those who require a collection of really 
nice soi*ts, all distinct, to visit a good collection in the blooming 
season, and select the varieties that they prefer, as tastes vary 
greatly. 

Citrus. — Hard-wooded gi*eenhouse shrub or small tree. 
Grown for its flowers and general appearance. Minimum tem- 
peratui’e, 40deg. (45deg. for fruiting plants). To this family 
belong the orange, lemon, citron, and two or three other 
fruits, and it is generally the wish of the proprietor of a green- 
house to grow and fruit one or other of these. How, however 
unsuccessful anyone may have been, there is not the least 
reason why oranges should not be bloomed (if not fruited) in 
every light conservatory or greenhouse in the land, if only our 
directions are followed, and, in any case, it will be found that 
the bloom, which is five cleft, sweetly scented, and borne either 
separately or in small axillary clusters on the terminal branches, 
alone pays for any trouble bestowed on the plants. " The first 
consideration is, what sort of orange to grow. In this, please 
yourself, as all the Citrus family are pretty, but for our own 
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part, C. av/rantium (tte sweet orange, Fig. 48) would be the 
choice, as it is no more trouble to grow than the compara- 
tively useless bitter orange, and, should fruit be perfected, it is 
usable, whereas that of the bitter orange is of too acrid a flavoun 
to be at all pleasant. The bloom is, moreover, as useful as is 
that of all the oranges (see Fig. 47). To grow any of the Citrus 
family well, attention must be paid particularly to the soil. 



Pia. 47.— rtowsiiiKG Bbahch of Orahoh (C. aurantium). 


This should be sound, heavy loam, to which a libeiul portion 
of sand has been added. No manure should be used, as it tends 
to promote the growth of fungi. During the growing season 
some liquid manure should be regularly supplied, but as soon as 
growth begins to slacken, this should be gradually stopped and 
clear water substituted. A moist atmosphere should also be 
kept up while growth is vigorously going on, and for this reason 
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a vinery is a very good place for tlie plants at this season; where 
a dry atmosphere is maintained the plants are sure to have a 
starved and stunted appearance, very foreign to what it should 
he, and, as a rule, the bloom will be poor and scarce. In potting, 
the soil should be moderately hard in the pot, or the wood will 
be too soft and sappy and not ripen properly. It should not, 
however, be too much compressed, or the plants will not thrive. 
In a greenhouse the heat must not go below 40deg. in winter, 



Fig. 48.-~FEriTi»G Beanch of Oeangie. 


and in summer, of course, it will depend on circumstances, 
but, in all cases, plenty of air is necessary unless frost 
is present. We have fruited the Tangerine orange in an 
ordinary greenhouse, heated by a flue, and always found (with 
some dozens of plants) the preceding treatment answer very 
well, as we had plenty of fruit and cut bloom. Of course, 
the plants have to be kept clear of insects and dirt, or they 
soon begin to suffer, as will any evergreen. 
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Properly worked plants must be obtained if flowers are 
desired, although those raised from seed are interesting from 



Tjq. 49.->F£triTiNa Baaitcb of Lbmob {C, acida), 

the remembrances they bear. It is, however, many years before 
they bear fruit. 
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Propagated by grafting in the same way as the camellia, or 
from seeds, but seedlings take a very long time to get into a 
blooming state. It is by far the better plan to purchase the 
plants in a fruiting state at first, as then there is a good chance 
of achieving success. 

The sorts we have grown comprise C. acida, lemon (Fig. 49); 0. 
awrantium, sweet orange ; G. aurantium higardia^ bitter orange ; 
G. aurantium sanguineUf blood orange ; G. limonum, lime ; 
G. Medica, citron ; and C. myrtifolia, myrtle-leaved orange. 

Clematis. — Hardy hard-wooded climber. Grown for its 
flowers. Minimum temperature, 36deg. In this family we 
have a class of plants which is useful and good in all green- 
houses or conservatories alike. The flowers of some of the 
varieties are really magnificent, both as to size and colour; 
and when trained on a wall or on a balloon trellis the effect 
they produce is more easily imagined than described. The 
flowers of most of the Clematis are borne in axillary clusters, 
or singly, at the end of the cuiTent year’s wood, and, in some 
kinds, are somewhat like the Japanese anemones in form, while 
in others they are more deeply cleft, and like single dahlias, 
save in colour and the number of petals, which are fewer. 

In size the flowers vary from an inch to four inches in 

diameter, but the medium flowering sorts of the Jackmanii 
type are the most floriferous. Of course, large effects cannot 
be expected from small specimens, and to produce large ones 
it is necessary to give liberal culture. The majority of 
Clematis are quite hardy, and should, therefore, receive plenty 
of air, and but little excitement from too great a heat, or 

the shoots exhaust the roots to a great extent, and, after 

a time, the plants become less floriferous and useful. For 
general purposes, therefore, it is preferable to have a well- 
lighted house for the cultivation of the Clematis, and care 
should also be taken to avoid a too close atmosphere, a well- 
ventilated house being a sine qud non. As the blooms are 
produced on the ends of the current year’s shoots the mode 
of cultivation should be such as will allow the plants to be 
well pruned back each winter, and also the situation chosen 
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should be suitable for this purpose, or a vast amount of bare 
stems will soon be obtained. The secret of success lies in 
liberal culture and close pruning; when we say close pruning, 
we mean spurring the shoots in to two or three eyes. F^r 
soil, use three parts good sandy loam and one-fourth well- 
rotted manure, thoroughly incorporated. To these may be 
added about an eighth part of broken sandstone, or broken 
bricks passed through a Jin. meshed sieve, so that the requisite 
porosity may be maintained, as Clematis dislike a wet, heavy 
soil, and, in fact, soon die out in it. If the plants are put 
into the borders, they should have Gin. of drainage, and 18in. 
to 24in. of the above compost in which to grow. During the 
period of growth liberal supplies of liquid manure should be 
given, and by cutting back the shoots when they cease bloom- 
ing two or three successive lots of bloom can be easily obtained. 
A house that has a temperature of 40deg. to 50deg. is the 
best, and whether the plants are trained on the roof or on a 
back wall, the above rules should be observed. 

Propagated by root grafting, which needs especial skill, and 
special structures. 

The following are good for house cultivation: C. aristata, 
C. indivisa lobata, C. Jaclimanii, C. magnificat Thomas Moore, 
C. Standishit Lady Bovill, Mr. F. 0. Baker, Albert 
Victor, Lucy Lemoine, John Gould Veitch, C. rubella, 
Star of India, and Lady Caroline Nevill. All but the first 
two are hardy and have very fine flowers, and all or any of 
them are well worthy of cultivation. 

Cliaatlms. — Greenhouse hard-wooded climber. Grown for 
its flowers and general appearance. Minimum temperature, 
40deg. This is a greenhouse climber of much beauty, the 
papilionaceous flowers being both large and of a brilliant 
colour, in appearance like some of the Everlasting peas. The 
whole plant — ^the Glory Pea of New Zealand— is very orna- 
mental when well in bloom, the large flowers and handsome 
foliage contrasting well with other plants; but from its great 
liability to the attacks of red spider, it has got into disrepute 
amongst amateurs and gardenera who do not take a real 
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intereBt in their work. Now, it is not difficult to keep down 
spider if it is not allowed to get a firm footing on the 
plants, but let it once get fairly at home on the foliage, it 
it almost an impossibility to ,be rid of it. The only way to 
keep down red spider is to syringe daily throughout the grow- 
ing season with clean water. Scale sometimes attacks them, 
but careful hand picking and sponging with Fowler’s Insecticide 
will keep this unwelcome visitant at bay. The best plan for 
an amateur to pursue is to obtain plants from a nursery in 
the fall of the year, and keep them in a greenhouse until 
April, when they should be examined, and if the roots are 
moving they should have a 2in. shift, good fibrous sandy loam 
and sand being used for compost, or, if this is not attainable, 
peat and sand. The compost should not be sifted, but should 
be broken up by hand and compressed firmly in the pots. 
After potting, the plants should be placed in a pit with other 
young hard-wooded subjects, kept close for a few weeks, 
and turned and syringed daily. Training must be attended 
to regularly if it is desirable to keep the base of the plants 
well furnished, as the wood, when old is very liable to break 
off. If it is preferred to keep the plants in pots, they can 
be either trained out on sticks or on a trellis, either flat or 
balloon- shaped, or they may be planted out as pillar or wall 
plants, but from their liability to the attacks of spider the 
amateur will probably do them best in pots. Remove the 
points of the leading shoots and attend to watering at the 
roots, and the treatment is complete for the season. Winter 
as before, and give a 3m. shift in April, attending to watering 
and syringing, and as they wiU probably bloom during 
July or August, the leading shoots should not be stopped. 
After blooming the shoots should be cut back and the plants, 
be treated as before. The next season give another Sin. shift 
and treat as previously, and a good head of bloom will result. If 
only moderate sized plants are required, instead of re-potting, 
remove the top Sin. of soil from the pots and fill with the 
compost above recommended, to which a fifth part of rotten 
manure has been added; apply liquid manure once or twice- 
a week, and with this treatment the plants will last for years.. 



142 Greenhouse Management for Amateurs. 


Propagated from seeds sown in spring in sandy soil on a 
gentle bottom heat, and re-potted and grown on cai’efully. 



Fig. 50— Cobosa Scakdeks. 

They, however, are very awkward subjects to deal with in 
a mixed house for the first year, owing to the attacks of 
red spider, which cause much loss. 



Dictionary of Plants, 


143 


For sorts, C, puniceua (the Glory Pea of New Zealand) and 
C. magnijicus and C. Dampieri are all that can be desired. 

* Oliyia. — See “ Imantophyllum.” 

CobcBa. — Greenhouse hard- wooded climber. Grown for its 
foliage. Minimum temperature, 40deg. This is a family of 
free-growing climbers that is suitable for either greenhouse or 
conservatory, and also for summer use out of doors. It is very 
free-growing, and, during the season, its free growth renders it 
peculiarly useful for covering the roofs of ferneries or other 
places where shade is a desideratum, as it only requires a 
circulation of air to maintain it in good health, and, as it is not 
particularly liable to the attacks of insects, it is, to say the 
least, a desirable plant for the purposes mentioned. The 
variegated form is well suited for giving brightness to bare 
walls, or for arches, porches, &c., while, like all the family, the 
general gracefulness of outline renders it an object of admira- 
tion. The Coboeas are readily raised from seeds in spring, a 
little bottom heat alone being necessary if the seed is new ; but 
old seeds are, as a rule, very unreliable. A free, moderately rich 
soil is necessary, and the plants do best if placed out in the border, 
but, at the same time, they do very well in large pots. In autumn 
the 16ng shoots can be pruned back, and fresh growth will be 
made in spring. In fact, these are about the handiest plants 
there are for covering large spaces. The flowers, which are 
large, bell-shaped, and purple in colour, are noticeable for their 
size, but are not very decorative, and are useless for cutting. 

Propagated from seeds as described above. 

The sorts are, C, scandene (Fig. 60), C, s. pendulceflora, and 
C. 8. variegata, which has handsome variegated foliage. 

Cockscomb. — Tender annual, grown for its inflorescence. 
Minimum temperature, 60deg. Before giving cultural direc- 
tions for this plant (Celosia cristata), we may as well remark 
that it is of no use trying to cultivate it without heat, and many 
amateurs are without this requirement. Cockscombs, to be of 
real use, must be dwarf in stature, and the heads must be as 



144 Greenhouse Management for Amateurs, 

large as can be obtained, so as to present as great a mass of 
colour as possible to tbe beholder. To the general reader we 
say, buy the plants in full bloom, but, where it is really desired 
to grow them, great pains must be taken to obtain the prope?* 
conditions for their growth. A good Cockscomb should be not 



Fig. 51 .— Cockscomb. 


more than 9in. high, and it should be quite that width over 
the top of the bloom, if not more. The bloom, which is well 
shown in Fig. 51, should also be as wide or thick as 
possible, and, whatever the colour, it should be at the same 
time clear and dense. The foliage must be kept quite green, 
and a sufficiency of leaves should occur on the stems, or the 
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plants will have a very poor and bare appearance, far from 
pleasing to look at. The first point in growing these plants 
is to have the seeds sown at the proper time, and in this 
J•espect different growers vary in opinion. It is, however, 
necessary to sow the seeds some time in March or April, 
using pans of well-drained, rich, sandy soil. Seed of a good 
strain should be obtained, and, if it is possible to obtain it 
from a gardener who has it about three years old, so much the 
better, as the plants raised therefrom are not so much inclined 
to run to leaf as those from new seeds. Where dependence 
can be placed in the seed, even if it is four or five years old, 
there is no harm done, but, in such cases, it is better to sow 
rather early, so that, if one sowing fails, there may be time to 
get in another without endangering the crop. After sowing, 
the pans should be placed in a hot-bed, with a night tempera- 
ture of about 65d6g., rising tb about 70deg. with sun heat. A 
moist, but not stagnant, atmosphere should be maintained, and, 
as soon as the seeds germinate, they should have plenty of light 
and just a trifle of air, care being taken that the soil in the pans 
does not become dry, or the plants will be ruined. The pans 
must be kept near the glass, and, as soon as the plants are large 
enough to handle, they should be potted off into small 60-pots, 
the seed leaves being carefully kept close to the soil, as the 
object desired is dwarfness. The pots must be placed in a 
position close to the glass, in a frame where the same con- 
ditions are maintained as above mentioned, allowing a rise 
of 5deg. or 6deg. in the day-time. The plants should be 
grown on as quickly as possible, the soil being kept rather 
dry, but, of course, not dust-dry, and, as soon as the heads 
show so that the best-formed ones can be selected, these latter 
should be re-potted into 4in. or 5m. pots, with a good soaking 
of water ere re-potting, and a few hours allowed for the pots 
to drain. After potting, the plants should have a position 
close to the glass. The pots should subsequently be plunged 
to the rims in a bed of ashes or cocoa fibre on a hotbed, 
just sufficient water, but not too much, must be given, and 
more air must be admitted. It is necessary, however, that 
ihe surface temperature do not fall below 65deg., or a check 
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will be given that will probably retard the growth of the heads. 
If the heads are required large, another shift must be given 
before they are too large or much developed, and from 5in. 
to 8in. pots should be used for this final potting. The sam^ 
rules as to keeping close to the glass, &c., must be observed, 
and, when the pots become filled with roots, liquid manure 
should be given about twice a week. 

We have found the following to be a good compost for these 
plants, if due care is taken in potting : Three parts rather light 
loam, pulled to pieces, but not sifted, except for the seed pans, 
and one part of thoroughly decayed cow manure, to which has 
been added a good dash of sharp sand. In potting, the soil 
must be pressed pretty firm around the roots, but not 
too hard, or the water will not run through. Too loose 
potting, however, will cause the plants to run too much to leaf, 
consequently it is necessary to choose the medium course. 

Propagated from seeds as described above. 

Of varieties, crimson Tom Thumb and Sutton's prize Dwarf 
are good crimsons. There is also a yellow variety, and a 
variety having heads striped with crimson and yellow alter- 
nately ; but the crimsons are best. 

Oldens. — Soft- wooded stove plant. Grown for its handsomely 
coloured foliage. Minimum temperature, 65deg. These are 
foliage plants, unsurpassed for beauty of colour or richness of 
foliage, and whether grown as large or small plants, they are 
extremely useful for decorative purposes. The leaves, which 
are the chief points of beauty with coleus, vary in size from one 
to four inches long to from half an inch to two inches in 
breadth, and are shaped like those of a fuchsia, but instead of 
being glossy are of a velvety texture, and thus show off their 
varied colours to the greatest advantage. Their culture is 
very simple ; no expensive manures or medicaments are required, 
but unless a minimum temperature of at least 55deg. is main 
tained, the plants cannot be wintered successfully. In such a 
case it is far better to purchase plants in April, grow them 
on carefully for the season, and then throw them away, than 
to encumber the house with what will prove to be so much 
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useless rubbish before the winter is out. The following is the 
plan we follow most successfully, as it saves us the trouble of 
wintering old plants. 

In April we purchase a quantity of plants in thumb pots, at 
a cost of about 28. 6d. per dozen. We then transfer them into 
Sin. pots, and place in a warm part of the house, keeping 
moderately moist. As soon as the plants are about two 
inches high the points are pinched out, and this causes the 
plant to break freely, and as each break gets to be about 
two inches long we repeat the process, until a good framework 
is obtained on which the future plant can be constructed. 
As soon as the roots touch the sides of the pots a 2in. shift 
is given, and this is repeated until lOin. pots are reached, 
when, with care in training, watering, &c., magnificent plants 
will have been made, as the structure prepared at first would 
carry a very fine head of foliage. For compost we use one- 
haK rotten turf from an old pasture, one-fourth thoroughly 
rotted cow manure, and the other fourth composed of sharp 
sand and leaf soil in equal proportions. ' Pot moderately firm, 
and water freely when growth has commenced, giving occasional 
doses of liquid manure (not sulphate of ammonia), especially 
during the hot weather, as the plants grow very rapidly then. 
Plenty of air and light must at all times be afforded, so that 
the plants are short- jointed and the wood firm, long spindling 
shoots not holding the leaves firmly, consequently soon 
becoming bare. Great care must be taken that the plants do 
not suffer from the want of water, or the lower leaves 
will fall and render them unsightly. A well-grown plant 
should be of a globular or pyramidal form, and the lower 
leaves should cover the edge of the pot, so that neither bare 
stems nor soil are visible. The chief points to be observed in 
the culture of Coleus are, free rich soil, plenty of water, and 
a warm temperature, and careful attendance. The bloom is 
insignificant and of no decorative value ; when, therefore, there 
is the least appearance of a flower spike, the point of the shoot 
should be at once pinched out. 

Propagated by cuttings struck in bottom heat in spring, or, 
in fact, at any time. For greenhouse work, cuttings should be 

l2 
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struck in spring only. The plants, as a rule, cannot be kept 
through the winter. 

The following are all good and effective sorts, and are well 
worth cultivation: Golden Gem, scarlet, edged gold, fringed « 
edge; Brilliant, bronzy red, yellow edge; Hermit, dark 
purple, fringed brown; Sunrise, deep bronze red, edge beaded 
gold; Her Majesty, the same as preceding; Cloth of Gold, 
fine yellow self; Beauty of Widmore, dark marone, belted 
with rose and green, and edged with silver, very fine ; 
Refulgens, deep velvety purple, beaded bright green ; 
Warrior, intense black velvet, belted pale yellow; Princess 
of Wales, reddish carmine; Verschaffelti, rich crimson; 
Diadem, rosy crimson, gold edge; Mr. J. H. Claringbull, 
dark scarlet, wide golden edge ; Mrs. Galbraith, bright 
scarlet, tinged purple, edged white; and at least five hundred 
other varieties are really as good. If a couple of each of the 
above are obtained in spring and carefully grown on, they wiD 
form a splendid coUection. 

Convallaria.— See “ Lily of the Yalley.” 

Coprosma. — BEard-wooded greenhouse or bedding plant. 
Grown for its general appearance, but particularly for its 
ornamental foliage. Minimum temperature, 40deg. Coprosma 
Bauericma variegata is a shrub or plant of a highly decorative 
chai^acter, being of compact growth and having obovate leaves 
with edges of a creamy white, for which it is grown, both for 
the greenhouse and bedding out, although it is somewhat 
difficult of cultivation, or rather propagation. It requires a 
brisk bottom heat to strike the cuttings, but where convenience 
exists it well repays the necessary trouble. In the greenhouse 
one or two plants look very well, and they may be put out 
of doors throughout the summer. The green and white foliage 
is very conspicuous, and shows up well. Cuttings should be 
made in March, of young wood, taken off with a heel of the 
old wood adhering, and put into cutting pots filled two-thirds 
full of crocks, then a thin layer of rich light material, and 
on top a layer of sand. Pla^ the pots in a brisk bottom 
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heat in a propagating frame, or into a sweet hotbed, covering 
the pots in the latter case with bell glasses, and during the 
time the cuttings are making root only just sprinkle the pots 
with water, or the cuttings will damp off. When rooted, pot 
into rich sandy soil, and gradually harden off as in the case 
of other bedding plants propagated in a similar manner. 
Another plan of propagation is to place the plants in a pro- 
pagating bed, and layer the shoots that overhang the pot. 
Old plants should be potted in a similar compost to that 
recommended above, and should be pruned into shape each year 
if necessary. 

Propagated by cuttings, as already described. 

Cordyline. — For particulars of Cordyline indivisa see under 
“ Dracaena.” 

Coronilla. — Greenhouse hard-wooded shrub. Grown for its 
flowers. Minimum temperature, 38deg. This is both a pretty 
and an easy subject to grow, and, like the cytisus, should be in 
every collection. The flowers are borne in clusters, well above 
the foliage, and are pea- shaped. The foliage is of a pleasing 
and somewhat glaucous green, and when the plants are trained 
over a treUis have a very good appearance. The variety C. 
glauca variegata has the foliage striped or margined with 
creamy white, and while being much prettier than the species 
when out of bloom, is not so showy when the blooms are on it. 
We have found the treatment advised for the sorts of cytisus 
answer admirably in the hands of amateurs, and therefore it is 
not necessary to entei* into a prolonged description. 

Propagated by cuttings struck in sandy soil, in a close frame 
or greenhouse, during spring or autumn. 

For sorts both Coronilla glauca, yellow, and C. g, variegata, 
yellow, variegated foliage, are good. 

Correa. — Greenhouse hard-wooded plant. Grown for its 
flowers. Minimum temperature, 45deg. This is a class of plant 
that commences to bloom in April, and the different varieties 
keep in bloom till the end of the year. They are really fine 
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plants, and should be in every collection. The blooms, which vary 
in colour from scarlet to deep crimson in the tube, with a green 
or light coloured band near the apex, are tube-shaped, and are 
Ireely produced from the matured wood of the past season. As 
a decorative plant it is not easy to surpass it. It is of erect 
growth, and therefore does not require to be tied out like 
many others. In our opinion, it is far better to pinch back 
the points, so as to induce bushy growth, than to tie the 
branches out with a multiplicity of sticks, judicious pruning 
being in all cases preferable to sticks, if the plants are naturally 
shrubby. Of course, with young specimens it is necessary to 
keep the bottoms well furnished, both by pruning and tying 
out ; but training is not a necessary operation after the plants 
are furnished and the growth is set. We find that these do 
very well with much the same treatment as oranges, so far as 
temperature and moisture go, and we have grown both Correas 
and oranges successfully side by side. The plants should be 
potted in April in good sound peat, to which is added a fair 
allowance of sharp sand to insure porosity for a length of years, 
as it is not advisable to reduce the ball of roots. When the 
plants reach 12in. pots, potting should cease, and they should be 
kept in blooming order by being watered with weak liquid 
manure once a week, by which means they will keep in blooming 
condition for two or three years ; meanwhile young plants can 
be got on to take their place. 

Propagated by cuttings of young wood taken off with a heel 
and struck in sand or sandy peat in a close frame, with or 
without a slight bottom heat. 

For sorts we should choose (7. hicolor (Fig. 52), 0. Brilliant, 
C. cardinalis, C, Cavendishii, 0. delicatat 0. Jar din d’Hiver, 0. 
magnificat 0. Ne plus ultra, and C. victa superha. All of these 
are good and well worth growings 

Chrasstila. — See “ Kalosanthes.” 

CrocTUi. — ^Hardy deciduous bulb. Grown for its flowers. 
Minimum temperature, 25deg., or when in active growth, 
85deg. This is a class of early blooming bulbous plants that 
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comes in veiy usefully in either cold or warm greenhouses, and 
the culture is very simple. Place from three to seven bulbs in 
a pot, according to the show required, and arrange the colours 
according to taste. Use a compost of rather rich loam and sand^ 
and allow plenty of drainage, as the plants will require liberal 
watering while growing. For further treatment see ‘ ‘ Hyacinths.” 

Propagation is effected naturally by the increase of the bulbs, 
which occurs every year. 

The following are good sorts for pot culture: C. remus, 
various {Fig. 53) ; C. vemua versicolor^ white striped with purple 
(Fig. 54) ; 0. Albion, white, striped blue ; 0. Alfred Tennyson, 
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dark violet, striped white; 0. Brunei, dark shaded blue; 0. 
Mammoth, white; 0. Marquis of Lome, dark purple; 0. Ne 
plus ultra, blue, white margin; 0. Prince of Wales, dark blue, 
edge white; 0. Purity, pure white; 0. Gulden Yellow; 0. 
Cloth of Gold, golden yellow,* bronze crimson stripes; and 0. 
Sir John Franklin, very dark indigo. 

Chipkea. — ^Half-hardy perennial soft-wooded plant. Grown 
for its flowers and general appearance. Minimum tempera- 
ture, 36deg. 0, jf^latycentra is very old-fashioned, very pretty, 
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and withal very easy to cultivate. It is useful either as a pot 
or a bedding plant, and, besides being simply pretty, the whole 
plant is both strong and interesting. The flowers are tube- 
chaped, about an inch long, of a reddish orange colour tipped 
with black, and are shaped somewhat as the blooms of Fuchsia 
fulgens. In fact, excepting that the flowers are axillary instead 
of terminal, the cuphea might be taken as a miniature F.fulgenSf 
as the leaves and flowers are both like the fuchsia named, and 
the plant does not get above a foot and a half high. The old- 
fashioned plan was to raise the plants from cuttings, which 
strike freely in March or April if placed on a brisk bottom 
heat; but by far the better method is to sow seeds in January 
or February, and then grow the plants on in rich sandy loam. 
Grow on to nearly the size required, repotting from time to 
time, and, when large enough, let the plants fill the pots with 
roots, and then give ample doses of liquid manm-e occasionally. 
For vases, pots, window boxes, and various uses outdoors, 
Oupheas come in very useful, and for the conservatory they are 
fine subjects. In fact, we often wonder why they aie so little 
grown now. 

Propagated from seeds or by cuttings, as described above. 

Cyclamen. — Half-hardy deciduous bulb. Grown for its 
flowers. Minimum temperature, S6deg. These are plants that 
should be represented in every greenhouse and conservatory, as 
their decorative power is great for a bulbous plant. C. Persicwm 
is, pernaps, the best of the family for pot culture, but C, Coum 
(Fig. 55), C. Europceum (Fig. 56), C, Athinsii, C, repcmdmfiy 
and C, Ihericum are all useful according to their different forms. 
The culture is comparatively simple, and with ordinary care 
success is certe^in, but while the plants are in active growth they 
must neither be neglected nor coddled up. 

We have found the following method answer well in practice, 
although quite opposed to the old-fashioned plan of drying 
off the bulbs in summer, a plan that only tends to destroy the 
bulbs and render them the reverse of floriferotis. The cidture 
(to begin at the beginning) that we now adopt is as follows : 
In October we sow the seed in broad pans, using a compost of 



154 Greenhouse Management for Amateurs, 
*■ 

leaf soil, sand, and fibrous loam, and then stand tbe pans in a 
warm botbed until tbe plants are pricked off, in about six weeks 
from sowing. Tbe pans will be all tbe more suited for tbe 
purpose if they are covered with flat sheets of glass, as it greatlyt 
hastens tbe vegetation of tbe seeds, and, at tbe same time, a bot- 
bed is not then necessary, as a warm greenhouse or stove will do 
as well. When large enough we prick off into small pots and 
place on a shelf in a warm grembouse until February, when we 
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pot off into 4in. pots, using good friable loam five parts and 
thoroughly rotted cow manure three parts, with a good quantity 
of sharp sand. We then grow them on briskly until tbe first 
week in May, and then transfer them to a pit or frame, and 
gradually harden off ready for planting out tbe last week in 
tbe month. Meanwhile, we prepare a bed for their reception, 
either on a north or a shady border. This bed is deeply dug and 
pulverised, and a liberal dressing of thoroughly rotten manure 
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and coarse sand is added to make it both rich and friable. 
We plant the bnlbs out about a foot asunder, being careful to 
retain a good ball of earth to each, and not cover more than one- 
third of the bulb with soil. A good watering once a week and a 
sprinkling with a syringe every day are all that are required 
during the summer. About the second or third week in August 
we take the plants up, with good balls of earth adhering, and 
pot into 6in. or Sin. pots, 
placing them in a close frame 
for about ten days after they 
are potted, and then ad- 
mitting air as necessary, at 
the same time paying due 
attention to watering, &c. 

About the end of September 
the pots are found full of 
roots, and the plants are 
then removed to a shelf near 
the glass in a warm light 
greenhouse. Here, with at- 
tention, they bloom for a 
long period, and about May 
they undergo the same treat- 
ment as before. Care must 
be taken to afford plenty of 
drainage at all times, and 
insects must be scrupulously 
destroyed. So much for C. 

Fersicim, For the hardy kinds a somewhat different treatment 
is necessary, but as they are quite hardy they do not require 
to be placed in a greenhouse at alL They should be potted 
into 4in. or 6in. pots, the soil being as before recommended; 
and, after potting, should be plunged in a pit or frame facing 
the north. About October the position should be changed, and 
the plants made to face the south during the winter. Air 
ought to be given at all times, except in actual frost, and during 
fine weather the lights should be thrown right off. In the place 
of partly burying the bulbs, as in the Persioum section, the 
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cro^ o! tlie 1>uft)S of 0. Coum, 0. EuropoBum, should be 
about half-an-inch below the surface of the soil, as in many 
cases the roots start just below the crown of the bulb, instead of 
the base. , * 

During the summer we treat the hardy Cyclamen much the 
same as the tender section — that is, those for pot culture— but, of 
course, permanent plants do best in sheltered borders or in a 
rockeiy. In all cases it is absolutely necessary to give hardy 
Cyclamen a deep, rich, and well-drained border, where they are 
pennanently plantfedj and it is also requisite that the plants 
should be protected from violent hail storms and very heavy 
rains, as the leaves, being persistent during winter, are very 
liable to be damaged if not protected. 

Propagated by means of seeds as described above. The hardy 
kinds should be sown on pans of sandy soil in a cold frame, and 
potted as soon as they can be handled. The following season 
they can be grown on in pots or planted outdoors, as may be 
desired. 

For sorts of C. Persicum, the following are distinct, but a 
packet of good seed vnll produce a great variety of colours 
and markings: C. Persicum album, C, P. delicatum, C. P. 
punctatum, C, P. pwrpurevm, C. P. roseum, C. P. ruhrum, and 
some others to be obtained at nurseries. For hardy sorts, 
C. Athinsii, C. A, carneum, C. A. roseum, C. Coum,>C. C. carneum, 
C, C. vernum (marmoratum), C, Europoeum, 0. Ibericum, 0. I. 
album, and C. repandum. For making a selection for pot culture 
alone, we should use the Persicum section only, unless, indeed, 
quiet instead of showy plants are required. 

Cypenui. — Greenhouse soft-wooded plant. Grown for its 
foliage. Minimum temperature, 45deg. This plant, which is so 
much used on account of its graceful palm-like appearance, is 
not very hard to cultivate. Being a semi-aquatic, it likes plenty 
of moisture while in active growth, and also likes good drainage, 
so that the surplus water does not stagnate round the roots. 
A good loam, or peat and loam mixed, is the best soil, and the 
mode of culture is somewhat as follows : As soon as the stools 
start growth in spring they should be divided if necessary and 
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repotted into suitable soil, care being taien to provide good 
drainage, and to pot fairly firm. The soil should be moist, 
but not saturated with water, and the pots placed in the 
warmest part of the house. As growth increases so must the 
amount of water given be increased, because, when in full 
growth, great evaporation takes place. After the plants have 
attained their full size, they are in form very like minia- 
ture date palms, a foot or eighteen inches in height. If kept 
regularly moist, they will last for some months, but they 
must not be cut down till the young growth commences to 
appear, and the pots must not be allowed to get dry till 
then, or the stools (or roots) will be destroyed. 

Propagation is effected by jdi'^sion of the stools or crowns 
when the plants start growth, as mentioned above. 

Good sorts for greenhouse work are: Cyperus alter nifolius, 
green foliage ; C, a. foL var,, variegated foUage, and where a 
minimum temperature of 50deg. can be maintained; C. laxua 
fol. var.y variegated foliage, is very useful. 

Cytisus. — Half hardy hard-wooded shrub. Grown for its 
flowers. Minimum temperature, 36deg. This is a plant that is 
much grown for the London markets, and is well worth growing. 
Its racemes of bright yellow flowers and its elegant foliage 
make it a favourite with everyone, and a plant or two in a 
greenhouse gives a bright appearance to what would, perhaps, 
be only a mass of green foliage. The culture is very easy, and 
the adaptability of the plants to an amateur’s treatment is 
very great, more so than scores of other hard- wooded plants; 
besides which the cost is very moderate; indeed, nice plants 
in full bloom are to be had from a shilling each in the 
season. It is one of the most popular spring plants that is 
grown near London for sale, one large firm of our acquaint- 
ance growing from 9000 to 12,000 plants annually. It is well 
adapted for house decoration, as it lasts in bloom for a long 
period, and, unless large plants only are grown, forms one of the 
most useful house plants with which we are acquainted. Plants 
about a foot high look very well for table decollation, only, 
as the flowers are golden yellow, they look white by gaslight. 
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Oytisus and Genista are tlie names the ^lant is known by in 
different places, and it is immaterial which is asked for, 
although Cytisus is how the generally accepted name. 

The plants should be potted as soon as the bloom is ovy, 
in rich sandy loam, with sand enough to keep the soil well 
open. In the end of June they should be put out of doors, 
and should remain out until September, when they should be 
brought indoors, and placed in a light position, so that they 
may start soon after Christmas. They bear forcing very well, 
and, where convenience exists, may form part of the early 
batches of plants. 

Propagated by seeds or by cuttings. Seeds should be sown 
on sandy soil early in the season, pricked off into small pots 
as soon as large enough to handle, and grown on till of a good 
size ere being allowed to bloom. Cuttings can be struck in cold 
frames or in the greenhouse in spring or autumn, friable soil 
being used for the purpose. 

For sorts we prefer C. mcemoaus, yellow; 0. racemoaua 
auperhaf yellow; C. Aileeana, yellow; and C. white ; and 

they are really good. Where one or two plants only are grown, 
the first two will be found to give satisfaction. 


ACTYLIS. — ^Half hardy soft-wooded plant. 
Grown for its foliage. Minimum tempera- 
ture, 38deg. These useful dwarf gramina- 
ceous pot plants are perfectly hardy, and 
must be brought into the house in relays 
as required. The inflorescence is not very 
noteworthy, and should be kept removed, as the 
foliage only is of value, and as this reaches 
only to about four inches high, and is very 
elegantly striped with a silver variegation, it is very effective. 
Either a warm or cold house suits them very well for a time, 
but, as the plants will not last long imder glass, frequent 
changes must be made. A compost of sandy loam suits them 
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well, but, as plenty of water is required, good drainage must 
be afforded. Some care will be necessary to keep down green 
fly if the plants are in a warm bouse, and with this exception 
J^ut little fear of trouble from insects need be entertained* 
Tbey are much used out of doors as edging plants in fixed 
designs, as tbeir neatness renders them particularly useful in 
this respect. The plants can be wintered in a cold frame or 
in the greenhouse, where they are of value on account of their 
foligLge and general appearance. 

They are easily propagated by division, a sharp, sandy loam 
being used for compost, and the plants kept close for a day or 
two afterwards. 

For sorts, JD. glomerata variegata, and D. g. elegantissima are 
the best. 

Daphne. — Greenhouse shrub. Grown for its flowers and 
general appearance. Minimum temperature 38deg. This is a 
class of plants well worthy of general pot culture, both for its 
foliage and its finely- scented bloom, which is borne in terminal 
bunches, and is tube shaped, and something like that of the 
lilac in form, but is not above half the size. The leaves are 
laurel shaped, but not much more than two inches in length, 
and being of a dark green set the flowers off to great 
advantage. Plants about eighteen inches high and well 
bloomed are very effective. As it is nearly hardy, a cool 
house suits it very well, and, as the cultivation is easy, it is 
a vei*y desirable plant for the use of amateurs. It does very 
well trained on the walls in a partly shaded cool house, and in 
several large gardens it is trained on the back walls of the 
camellia house, where it affords the perfume that the camellia 
lacks, and the foliage works in very well with that of the 
camellias. As an ornamental perfumed plant, the Daphne 
Indica (red) is second to none, and, as it requires no forcing 
house to bring it into bloom during the short days when 
fragrant flowers are scarce, of course it is within the means of 
most persons who have a greenhouse. The two Daphnes we 
prefer for house work are D. Indica rubra and B, cneorum (pink); 
B. cneorum (Fig. 67), though it is perfectly hardy, yet pays 
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for potting-np and Housing. The treatment of D. Indica is very 
simple. In the first place, instead of coddling the plants up in 
a high temperature, 55deg. is quite high enough for them 
during the growing season, and, if the bloom is wanted 
moderately early, the same temperature will gradually bring 
them on. They are of slow growth, although robust-looking, 
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Fig. 57.— Daphne Cneoeijm. 


and care must be taken to get the wood well ripened. During 
summer the plants may be placed in a sheltered position out ol 
doors, and brought in at the same time as camellias and other 
similar .plants. A moist atmosphere suits them admirably 
during the time they are making growth, but, when ripening 
the wood, a dider situation is necessary. After blooming, 
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pruning may be resorted to; keep the plants in shape, or 
they become straggling in a few years, whereas they should be 
kept as bushy as possible, if good appearance is desired. As a 
rule, the plants are worked on one of the hardy kinds ; but we 
advise amateurs to get them on their own roots, as we have 
found them grow best when propagated in that manner. It 
will not stand over-potting, blooming best if rather pot-boundr 
Pot in the middle or end of February ; pot firmly, but, at the 
same time, insure sufficient drainage. For soil use two-thirds 
rich turfy loam, and one-third turfy peat, with plenty of very 
coarse sand, and it is no disadvantage if some charcoal or 
crocks are mixed with the soil. 

Propagated generally by grafting, but, for an amateur’s use, 
cuttings struck in a cold frame or greenhouse, in sandy soil, 
are best. Cuttings snould be taken off as soon as the growth 
ceases. 

For pot culture it will be found that P. Indica rubra is the 
best, as B. Indica alba (white) is somewhat liable to canker; 
but still cuttings struck in a cold frame under a bell glass will 
do very well for a year or two. The first blooms from October 
to April if the plants are brought on in succession, while the 
white blooms during summer ; this latter is best planted out in 
the conservatory borders where there is room. B. collina, B. 
dawphina, B. Moniana, and B, Indica are the best for cold 
house culture, and are very sweet scented, thus rendering them 
very useful for bouquets. 

Darlingtonia. — Greenhouse soft-wooded plant. Grown for 
its flowers and general appearance. Minimum temperature* 
45deg. B. Californica is one of the so-called carnivorous 
plants, and is of American origin. As a manifestation of plant 
life it is curious and interesting, and the structure of the plant 
is alike wonderful and beautiful, albeit it is destitute of the 
gaudy characteristics of many of our more ephemeral beauties 
that ‘‘bloom and soon decay.” It requires a warm house to 
grow it well, a house where the minimum temperature is at least 
50deg., and a north-west aspect suits it well. A moist but not 
saturated atmosphere is required, and plenty of root moisture 

M 
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is necessary. The best medium in which to grow this plant is 
chiefly chopped sphagnum mixed with about a fourth part of 
heath soil and charcoal, the whole surfaced with chopped 
sphagnum. Plenty of drainage must be afforded, and larg^ 
pans are far preferable to pots, the plant being 

i on a mound raised a little above the surface 
of the pan. Dr. Moore, of Glasnevin, has 
one of the finest specimens in Europe, and we 
believe his treatment is much the same as 
that just described. To an enthusiast in horti- 
culture this will be found one of the gems 
of the greenhouse, but it requires skill and 
attention to grow it well. 


f Bentzia. — Hardy shrub. Grown for its 
flowers, which are much esteemed. Minimum 
temperature (under glass), 30deg. These are 
about the hardiest of the dwarf white flower- 
ing shrubs, forming bushes about a foot or 
fifteen inches high, with oblong ovate, or 
willow-shaped leaves, and in their season 
covered with a dense multitude of small 
white star-like flowers, boime in axillary 
racemes for the whole length of the preced- 
ing year’s growth, and, as they can be bloomed 
in either a cool or forcing house, they* are 
doubly useful. To have them at their best 
it is, however, advisable to bloom them in a 
temperature of from 45deg. to SOdeg., as 
then both foliage and flowers are well 
developed; but, at the same time, if only a 
Pis. 68.— Di!tjT 2 iA cold house exists, they will do well in such 

“ ^ * an one. A compost of good sound loam, 

enriched with about a sixth part of thoroughly decayed cow 
manure, and rendered sufficiently permeable to water by the 
addition of coarse sand, suits them well, while the pots, 
which should not be too large, should be well drained. The 
plants should be repotted each year after blooming, and plunged 
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^in a bed of coal asbes, attention being paid to training and 
arranging tbe sboots in snob a manner that an equal growth 
is maintained tbrongbout tbe plant, so that it sball have a 
somewhat globular form. Remove to a frame before frosts 
come, and thence remove tbe plants to their blooming 
quarters. Water will be required in proportion to tbe 
growth, and an occasional dose of liquid manure will be of great 
advantage. 

Propagated from cuttings, layers, or suckers, but, as well- 
grown plants are very cheap (about 5s. per dozen), it is not 

worth while to raise young 
plants; moreover, three years 
must elapse ere they are of 
useful size. 

The two best sorts are D. 
gracilis, single white, and D, 
crenata flora pleno, double 
white, this latter being finer 
in the individual blooms, but 
less effective as a whole than 
D. gracilis (Fig. 58). D. 
scabra is too gross a grower 
for the purposes to which 
the others are put. 

Dioentra. — See “ Dielytra.'* 

Dielytra. — Hardy her- 
baceous plant. Grown for 
both flowers and foliage. 
Minimum temperature (in 
pots), 36deg. This is the 
familiarly named “Dutchman's breeches," of the herbaceous 
border, and is a deciduous perennial. The bright heart- 
shaped pink flowers which are borne on long spikes of a 
graceful drooping habit are very effective when combined 
with other plants, and the bright and somewhat glaucous 
foliage contrasts well with the darker greens of the hard- 
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and the pots should be placed in a cold frame until introduced 
into the house. If grown in a warm house they should have 
a warm light position as near the glass as possible, and a 
moist growing temperature should be maintained. They should 
be neatly siaked, and turned round frequently to equalise 
the growth. When the blooming is over, the pots should be 
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batches must be brought in as occasion requires, and with* 
little trouble bloom can be kept up from February to 
June. In the cold house the plants will flower-raccording 
to the sererity of the season— from the end of March til> 
June, and the general treatment is the same as in the warm 
house. Plenty of water is necessary when they are in full 
growth, and an occasional dose of weak liquid manure is an 
advantagaw It is also necessary to keep down green fly, or 
ruin will be the consequence. 

Propagated by division of the roots when they begin to make 
growth. . 

The best sorts for pot work are D. spectahilis (Pig. 60), pink; 
D, spectabilis alba, white; and D. eximia (Fig. 59), red; but this 
last is not so easily grown as the other two. J). cucullaria, yellow 
and white, thrives well in a cold house, hut is not so good as 
the rest. In fact, one rarely sees it grown in pots. 

BioxLSBa. — D* muscipula (Pig. 61) is a carnivorous plant. It 
does well with the treatment given to the Sarracenia, and is 
far easier to cultivate. It should be grown in pots one-third 
filled with crooks, the compost one-third fibrous peat, and two- 
thirds sphagnum, and some very sharp sand, with perhaps a 
small quantity of charcoal. It requires a moist atmosphere, and 
where this cannot be obtained in the house the plants should be 
grown under bell glasses. The Dionseas are very interesting 
subjects, the one named being about the best for the use of 
an amateur. Some of the Droseras, also, thrive well, with the 
above treatment. 

Bodecatheon. — Hardy herbaceous plants. Grown for their 
flowers. Minimum temperature (in pots), 36deg. These are 
the American cowslips or “ shooting stars,*' and although they 
prefer a cool situation in which to grow, still they can be used 
to decorate the cold house, provided a somewhat shady cool 
spot is found for them. We have grown them well with a 
very little trouble in frames, and in an old cold house just 
wind and water tight. The way our plants were treated was 
follows ; In November they were taken up and potted 
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Jm. 6m. pots, in a compost of loam, enriolied with leaf soil, and 
rendered porous with a sufficient quantity of sharp sand. 

Ample drainage was 
afforded, as it is necessary 
to apply plenty of water 
while the plants are grow- 
ing. They were kept in 
a cold frame until the 
first week in March, and 
then transferred to the 
house, water being applied 
as required. After bloom- 
ing they were plunged in 
a bed of coal ashes, under 
a wall facing the north, but 
protected from inclement 
weather, and during the 
summer were well attended 
to. The following year 
they were treated in the 
same way, but larger pots 
given, and in the third 
season they were divided, 
so that they should not be- 

Pio. e2.-D0DBCAiH*0» Mbadia. CO®® too lai’ge. One thing 

must always be remem- 
bered, namely, that these plants will neither stand hot sun 
nor forcing heat, and are only fit for* blooming in the cold 
house, or frames, or to stand in rockwork, &c., as hardy plants. 

Propagated by division when the plants are at rest. 

Dodecatheon Meadia (Fig. 62) and its varieties are best for 
pot culture, as they are the least trouble ; but the other kinds, 
if well grown, really repay the pains. P. integrifoliumt 
crimson; D. Jeffrey anum, red; B, Meadia, red; D.M. albiflorum, 
white ; B, M. a. violaceum, violet ; B, M, degans — giganteum of 
some — rose and lilac ; B. M, lilacinvm, lilac ; and P. Jf. pv/r- 
pvreum longiflorum, purple, are aU good for the purposes we have 
mentioned, and the first two make good exhibition hardy plants. 
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BracaBna. — Greenhouse Hard- wooded plant. Grown for foliage « 
Minimum temperature, 45deg. This is a class of ornamental 
variegated foliaged plants that commands attention for general 
culture bj amateurs, as it is so useful for decorative purposes* 



Fig. 63.-— Cobdtliihb (BsACiENA) Indivisa. 

indoors. Small plants from 1ft. to 18in. high make very useful 
centres for tables, for windows, and to stand in balls. The 
foliage is leathery and stands gas well, and when dirty is easily 
cleaned with a sponge and lukewarm water. Cordyline indiviaa 
is, in appearance, much like the Dracsena, and as the cultiva- 
tion is much the same, we so treat it here. With thefee, 
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•as with all other fine foliage plants, care must be taken to 
damage the leaves as little as possible, or the plants soon become 
very unsightly. Leaving out the varieties that require stove 
%,nd intermediate house treatment, there yet remains a good 
variety for the greenhouse, which are all comparatively easy 
of cultivation. Scale is about the only insect pest to be feared, 
but with ordinary care can be kept down easily, hand picking 
being the means employed. We have, however, found that 
thrips will occasionally appear, but in a clean, well kept house, 
their visits will be few and far between. 

Dracssnas are not very particular as to soil, any ordinary 
potting soil answering pretty fairly; but, of course, to obtain 
the best results it is necessary to use the best only. This we 
find to consist of equal parts of peat and loam, with enough 
sharp sand added to keep the whole open enough for the water 
to pass through freely. The soil should be rather coarse, and 
not compressed too fiimily, as the plants require plenty of 
water throughout the season of growth, and hai*d compressed 
soil makes it stagnate round the roots, thereby causing 
disease and finally death. For the same reason plenty of 
drainage must be afforded, and when large pots are used, 
they should be chosen with holes round the sides as well as 
at the bottoms. A rather humid atmosphere, plenty of water 
and warmth, and a light position ai’e requisite during the 
growing season; and if the plants are to be removed indoors, 
they will require to be hardened off, or the leaves will suffer. 
For a start choose thrifty well-grown plants at a nurseiy, and 
grow them on cai-efully. The modes of propagation will be 
described at the conclusion of our remarks on plants. 

Propagated by cuttings struck in a moist bottom heat, such 
as is afforded to stove plants. 

The following will all be found very good : Cor dy line indivisa, 
Draccena atrosanguinea, D. Australis, D. Banhsii, D. Draco, and 
D: Veiiclxii. We do not give the colour of the bloom as it is 
«)ut rarely borne in the ordinary greenhouse. 
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CKSTSllZA. — Half liardy, succulent, soft- 
wooded plants. Grown for both foliage an^ 
flowers. These are what are termed suc- 
culents, and some of them are very fine 
when in bloom, while others are more con- 
spicuous for their foliage. The plants are 
shaped like a rosette, and the common house- 
leek affords an example of the form of the plant, 
but the flowers are not the same. The flowers of the 
echeverias, which vary somewhat in colour, are borne on spikes, 
which issue from amongst the leaves, and these spikes bear 
flowers for their whole length, of a bag-like form, but which are 
very effective. The culture is very simple, that of the secunda 
glauca varieties particularly so, the chief point being to keep 
them through the winter, or until bedding time, as they will 
remain in the house throughout the summer and autumn. They 
ai*e good plants for decoration, receive no injury from drought, 
bloom profusely in the season, and bear hardships that would 
utterly destroy less succulent plants. For all the secunda type, 
a good, fairly rich, sandy loam is necessary, as well as com- 
paratively small pots, and plenty of drainage, but if they are 
required for house decoration it is advisable to use 4in. pots, 
and a somewhat richer soil. E. Tnetallica forms a fine specimen 
in a lOin. or 12in. pot, especially when it is in bloom, and 
everyone knows its value as a bedding plant. Echeverias are 
easily propagated, either from seed sown in August, or from 
cuttings of the flower stems taken at the same time, which 
stems produce offsets ; or, again, from offsets which are produced 
more or less freely from the base of the stems. These last 
should be placed singly on small pots of sandy sjil, kept just 
moist, when they soon strike root. A frame is best for the 
purpose, kept nearly close. The young plants should have a 
shift in March, and if not used for bedding purposes should 
be placed in the frames in June. They should be shifted 
into 4in. pots, in which they may bloom; or else into Bin. 
pots, when the foliage will be finer. Plant! taken up from 
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,tlie ground should be potted nnnly into small pots and kept 
nearly dry through the winter, as damp is the greatest enemy 
to be feared. All the Echeverias are useful for their foliage, and 
ihe bloom of all of them is interesting, especially in a mixed 
collection. The plants can be kept either indoors or out during 
the summer, and if by accident occasionally not watered, will not 
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Fio. 64 .— Echbveria Agavoides. 

flag, unless drawn up weakly from want of light and air. They 
are also very easy to propagate, and anyone who has only a 
sitting room window can grow a very nice collection. They 
are, however, not quite hardy. 

Propagated by division of the offsets, or by cuttings, according 
to species. 
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E. pulverulenta and E. formosa have both mealy, silveryt 

leaves; E. rotundifolia is a cross between jE7. metallica and E. 
aecunda glaucaf and the leaves are nicely tinted on the edges ; 
E. fulgens is good both for foliage and flower, but for th^ 
latter particularly, as it bears orange red flowers, with sometimes 
a yellow tinge; it blooms with ordinary greenhouse treatment 
in March, earlier if forced into bloom by a higher temperature. 
E. secunda glauca is good for its form and glaucous leaves ; 
E. secunda glohosa is one of the best of the series ; E. metallica 
has large fleshy, massive foliage, of a rich metallic hue, and 
is very handsome ; E. agavoides (Fig. 64) is very fine, with scarlet 
flowers, the plant being very much like an agave ; and E. atro- 
purpurea, also, is good for its bloom, the colour being purplish 
red. 

Epacris. — Greenhouse hard-wooded shrub. Grown for its 
flowers. Minimum temperature, 40deg. These are worthy of 
more extensive cultivation, as they are little trouble, and very 
pretty when rightly managed. One of the chief causes of 
failure with the Epacris is neglect when it is out of bloom ; and 
to this neglect very many of the failures are attributable, as 
the plant is perfecting itself for the production of new blooms 
while it is seemingly at rest ; indeed, this is the case with the 
majority of plants, as they undergo many changes while not 
in actual gi-owth. With blossoms, as most persons know, 
produced on the young wood, tube shaped and axillary, 
the Epacris are very like heaths, and, therefore, it is neces- 
sary that they should be properly grown and ripened to insure 
the setting of the bloom buds. As a whole, they have a some- 
what erect habit of growth, and are frequently taken for heaths 
by the uninitiated, but are much easier to grow. 

During the growing season it is a good plan to syringe 
overhead occasionally, but not often enough to produce mildew. 
After blooming, the plants should be cut down, and as soon 
as they staH into growth should be re-potted into pots a 
size larger, good sound peat and sand being used for this purpose. 
Pot very firmly and afford plenty of drainage, so that the soil 
may not get soui*, or the plants will suffer. Once in two 
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three years is often enough to re-pot, unless it is desired to 
have large plants. The plants should be in frames through 
the summer, as, unlike heaths, they do best under cover as 
H rule. In some varieties the growth is rather straggling; but 
this is of small consequence, each shoot becoming a mass of 
bloom in its season. 

Propagated by ripe cuttings inserted in sandy soil, with or 
without gentle bottom heat. 

For a selection, choose from the following, all of which are 
first-class : Epacris alba odoratissimaf white ; E, carminata, 
carmine : E, Albertus, pink ; E, delicata^ blush white ; E, densi- 
florae blush ; E. elegans, E. grandiflora, scarlet ; E. hyacinthi- 
flora \ Fireball, scarlet; Lucifer, red; Model, blush; E. mul- 
tiflora, E. piciurata, blush white; E, sangainea, red; E. splen- 
didai Vesuvius, red, and E. vesta, blush. 

Epiphyllnm. — Greenhouse succulent soft- wooded plant. 
Grown for its flowers. Minimum temperature, 45deg. These 
are in reality cacti, or rather they belong to the cactus tribe ; 
and they are often included in collections of plants, of 
which the majority are hard- wooded. As a decorative plant 
the Epiphyllum ranks in the first class, whether we use it 
exclusively in the greenhouse, or also for table decoration and 
cut bloom (which ranges in colour from pink to deep scarlet)^ 
as, in each case, it is very useful. The flowers are from lin. 
to 2^in. long, and are borne at the end of the leaves or 
branches, whichever they are termed, and are tubular, with 
a cleft lip. It is, however, impossible to properly describe them 
without an engraving, and it is better to se6 a well grown 
plant in bloom before adding them to the stock of plants. 
The treatment is very simple, as it is not supposed that 
an amateur will go to the expense of grafting, &c., which 
so often proves a source of trouble and annoyance, rather 
than pleasure. As a general rule, we consider that it is 
an ill-advised proceeding for an amateur to attempt the pro- 
pagation of any plants which require special treatment and a 
special place to grow them in, as, however interesting the process 
may be, failure is almost sure to cause disgust with the plants 
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and all connected with them, and, therefore, should be avoided.* 
In places where a proper heat and atmosphere are kept up, 
^especially where a range of houses is under the charge of a 
competent gardener, Epiphyllums are very easy to graft, and iif 
most houses imder the charge of amateurs cuttings root freely, 
and form good plants for hanging baskets. Epiphyllum trun^ 
catum var, is the only variety we shall describe, as it affords 
plenty of variety for a beginner. We advise the purchase of 
young pyramid or umbrella-headed plants as a start, and then 
if basket plants are required they * can be struck from cuttings. 

As a rule, the plants bloom best if rather potbound ; there- 
fore, for general purposes, it is not well to give too much root 
room to blooming plants ; but, at the same time, young grow- 
ing specimens should have plenty of room to grow into large 
plants, as they are the most effective. The soil they do best in 
is good fibrous loam, lime rubbish, and cowdung rotted to 
mould. Drainage should be well provided for, or the soil will 
get sour, and the blooms will not last, a point that is of much 
importance. Pot in the end of February, and keep close for a 
few days, after which gradually expose to the full sun to harden 
the growth, and so promote a large crop of bloom. While in 
bloom, and during the growing season, plenty of water is neces- 
sary ; but while the plants are at rest only a few waterings are 
required. The Epiphyllum should be in every greenhouse where 
a temperature of from 47deg. to 50deg. Fahrenheit is main- 
tained during winter. 

Propagated by cuttings inserted in sandy soil in a warm 
greenhouse, or by grafting on stocks of PeresMa aculeata. 

For sorts make a selection from the following : Epiphyllum 
truncatum albescens, E, t amahile, E. t bicolor, E, t cruentum, 
E. t. magnificum, E. t. purpureum, E. t majus, E. t. salmoneum, 
E. t. splendens, E, t, tricolor, E. t violaceum, and E. t, violacemn 
superbum. It may as well be mentioned here that the best plan 
is to select from a large collection, and have as great a variety 
of colour as possible, or the plants will appear very similar to 
inexperienced eyes. 

Sriobotrya. — Nearly harly hard-wooded small tree, grown 
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{or its foliage. Minimum temperature, 35deg. Eriohotrya Ja- 
ponica (the Japan Medlar) (Fig. 65) is a very handsome large 
foliaged evergreen tree that almost rivals the Ficus elastica 
m stateliness. The plant, which is of doubtful hardiness, 
requires an ordinary greenhouse temperature to make it appear 



Fig. 65 .— Eeiobottea Japonica (Flowers aht) Erttit). 


at its best, and then it has its leaves from Bin. to 14in long. 
We have always raised the plants from seeds, and, as the only 
point was to obtain fine foliage, our treatment was as follows : 
As soon as seeds or fruit could be had in the shops, they were 
sown singly in Sin. pots, and placed in a cold frame. When 
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frost set in tlie plants were taken into the greenhousb and kept 
moderately dry. In spring we re-potted into 5in. pots, and in 
June plunged in the boi'ders out of doors, taking care the plants 
were not starved for water. They were wintered as before, an(? 
in spring re-potted into Sin. pots. The plants were then kept in 
the conservatory altogether, or stood out the same as oranges 
during the summer. A small shift was given each year until the 
pots got large, and then an annual top dressing and a regular 
supply of liquid manure while the plants were growing were 
found suJKcient. Plants obtained from a nursery, properly pre- 
pared for the purpose, will bear yellow fruit about the size of a 
small apricot, and these are both useful and ornamental. They, 
however, require to be a good size for this purpose, and there- 
fore it is only in large conservatories where they can be 
fruited. 

Propagated by seeds sown in loamy soil in spring. Each 
seed should be sown separately in a small pot, and the plants 
should be grown on, re-potting as necessary. 

Iirytliriiia. — Half-hardy herbaceous plant. Grown for its 
ornamental berries or seed pods. Minimum temperature, 40deg. 
These are plants that are very ornamental when in fruit, and 
should be represented in every greenhouse. The plant is nearly 
hardy, and of an herbaceous nature, having particularly ugly 
root stocks, from which the roots spring. It is very easy to 
grow, and although it does best in a large pot, still moderate- 
sized specimens can be obtained with care. The height varies 
from 2ft. to 4ft., and the foliage is not bad-looking, but the chief 
things are the bloom and seeds, both of which are bright scarlet. 

The soil that suits it best is a sandy loam, or peat, with 
water during the growing season, and treatment much the same 
as cannas. The seed pods, when they open, contain many orange 
red or scaidet seeds, which have the appearance of coral. The 
blooms are somewhat pea-shaped, and vaiy in length according 
to cultivation and sorts. 

Propagated by seeds or division, but, as a rule, seeds are the 
best method. Sow when thoroughly ripe on pots of sandy soil in 
ah ordinary greenhouse. 
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The onljjr two we have grown are E. criata-galli (Fig. 66) and E. 
^profusa; but from what we h^ve seen of E, conspicuaf E, mar- 
ginata, E, omata, E. Belangerii, and E. Marie Belanger, we think 



Fio. 66.— Ertthkiha, Cbista-oalli. 

them well worth cultivating. Cool treatment and proper 
rest are the chief points in the culture of Erjrthrinas. 


SrythroxUliim. — Hardy bulbs. Grown for both foliage and 
flowers. Minimum temperature (in pots), 35deg. The Dog’s 
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Tootli Yiolet, as it is called, is a most useful pot plmt if well 
grown in the cool house, and, with a little care, it can be done^ 
well also in a house that is heated moderately, but it is not 
advisable to subject it to too high a temperature. Prom its 
low growth of finely blotched and marbled leaves, which are 



Fio, 67 .— Eetthronium Bens Canis. 


about Sin. long, and its somewhat Cyclamen-like flowers, it is 
well worth growing in all places where there is accommoda- 
tion for it. As with all the Liliacese, careful attention and 
steady growth are the only secrets in their culture, but should 
they be done on the fit-and-start principle, then success will be 
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very far irom 'being attained. The destruction of insect pests, 
Vlso, is a matter of importance, and, indeed, of necessity, as the 
plants, of which the accompanying cut (Fig. 67) gives a good 
^representation, will not bloom unless kept clean. The bulbs 
should be taten up in August or September, and potted, so that 
the foliage when expanded will cover the pots, and the soil 
should consist of about one-third peat or leaf soil and two-thirds 
sandy loam, with plenty of drainage. Pot in soil that is in a 
moist (not wet) state, and stand in a cold frame facing the 
north, but from which frost is excluded. In December remove 
the pots to the greenhouse, either warm or cold, keep the soil 
just moist until the foliage appears, and then apply water more 
liberally. After the blooming remove the pots to a frame, and, 
when the foliage ripens, stand them in a bed of coal ashes; 
re-pot the plants again in August, or, what is better, transfer 
them to the borders, and pot up fresh ones. 

Propagated naturally by the increase of the bulbs. 

For sorts select from E. dens canis albums white; J7. d. c. 
majus, red pmple ; E. d. c. majus roseum, rosy purple ; E. d. c. 
majus alburn^ white, brown base; E. d. c. yassiflorum, light 
purple, shading to blue; E, d. c. furpureum^ purple; and E. 
Americanum, yellow. The above will repay for any trouble that 
may be taken with them, the cyclamen-like flowers being very 
handsome indeed. 

ZSurya. — Greenhouse hard-wooded plant. Grown for its 
foliage. Minimum temperature, 40deg. Eurya japonica 
variegata is a plant that requires a rather warm house to do 
it well, but, as it is so handsomely variegated, it is worth a 
little extra trouble. During the summer, syringe once a day, 
and keep the roots well supplied with water, but after the 
middle of October this should not be persisted in, and the 
plants may be kept in a cool house during winter. Although 
it is nearly hardy, it makes finer growth in a warm greenhouse 
than in a cold one, and, consequently, the better plan is to 
give it the former. We make it a rule to pot twice a year, 
in February and June, until the plants have attained their full 
size, and then pot only once a year. The soil used is equal 

n2 
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parts of fibrous loam and peat, and a little sharp land, and^ 
we find this do well. After it has attained its allotted size,^ 
ordinary greenhouse treatment should be given, and the plants 
will do very veil. Insects of all kinds must be kept down, on 
they disfigure the leaves, and so spoil the beauty of the plants. 
Training out must be seen to if nice shapely plants are wanted, 
and any trouble will be amply rewarded. 

Propagated by cuttings struck on a gentle bottom heat or 
in a warm greenhouse. 



ficus. — Greenhouse hard-wooded pbnt. 
Grown for its foliage. Minimum tempe- 
rature, 36deg. Ficm elasticu, which is more 
generally known as the Indiarubber Plant, 
is very much grown for indoor decoration, 
as its large glossy foliage stands gas -and impure 
air far better than the majority of the plants 
generally used for the purpose, and so long as 
actual frost is kept from it, will do fairly well. 
Producing, as it does, longish oval leaves from lOin. to a foot in 
length, for the whole length of the stem, it is very suitable for 
all places where a handsome foliaged plant is needed, and the 
height may be from two to five feet. The culture is veiy 
simple in a greenhouse, as, unlike many other plants which 
we have mentioned, there is no harm in allowing it to become pot- 
bound so long as a sufficient supply of root moisture is afforded. 
The general plan is to grow the plants as upright rods, well 
furnished with leaves, although they can also be made to assume 
a bushy form by stopping the points from time to time, but 
bushy plants do not, as a rule, look best. Plants should 
be obtained about a foot high to start with, and should 
be grown on to the size desired ; but after a certain period the 
lower leaves will drop off, and they will become bare at 
the bottom. When this occurs they may either be placed 
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Vn a position where the stem is hidden, or they may be ex- 
changed for young ones, or, what is perhaps better, they may 
be sent to a nurseryman to be cut down, and have young 
^plants made of the tops of the shoots. Propagation is a point 
in the life of this plant which an amateur should not attempt 
unless he has a propagating pit, and very few amateurs have 
this accommodation. The soil used by us is sandy loam, three 
parts ; rotten leaf soil, one part ; and from one-eighth to one- 
eixth part of silver sand. Sometimes we substitute peat for 
the leaf soil, and we have grown the plants entirely in peat, 
but the foliage is more lasting in the first-mentioned compost. 
Scale and mealy bug sometimes attack the stems, but they are 
easily removed and kept down, and it is only in dirty houses 
where they occur. The foliage should be sponged occasion- 
ally to remove dust. F. reyens and F. collina, also, are two 
good wall cteepers, with foliage from lin. to 2in. in length, and 
soon cover a rough wall or rockwork. As they have good 
hard glossy foliage, they look well, and form an agreeable back- 
ground for bright flowering or foliaged plants. For treatment 
see above. 

Fritillaria. — Hardy bulbous soft'-wooded plant. Grown for 
its flowers. Minimum temperature in pots, 38deg. These are 
useful plants, in habit somewhat like the tulip (as shown in Figs. 
68 and 69), for early blooming, and are very little trouble./ 
They can be had outdoors, in frames, or in the cold or warm 
house, but they must not be forced, or the foliage will be more 
remarkable than the flowers. They are chiefly useful for early 
work, but we have seen bulbs produce adventitious blooms in 
October, although such blooms are extremely rare. In August, 
or early in September, they should be potted, four or five in a 
pot, good sandy loam being used for compost, and plenty of 
drainage afforded. Treat the same as the tulip, and good 
results will be attained. 

Propagated by the natural increase of the bulbs, which takes 
place annually. 

F. meleagris, chequered purple; varieties of meleagris, of 
various colours ; F, Fersica, brown ; F. yrcecox, white ; F. pvdica. 
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purple and yellow ; "F, tristis, brown ; and F, tuUpoefolia, browi/ 
and purple, are all useful sorts. It is, however, best to select 
the forms of F, meleagris for chief dependence, as they are 
certain to bloom well if good bulbs are had in the fiist place. 

Fuchsia. — Half-hardy soft-wooded plant. Grown for its 
flowers. Minimum temperature. 36deg. This is one of the 
most important of all the soft-wooded plants, and requires a 
very small amount of attention to produce ordinary small plants 



Pig. 68 — Peitillabia Meleageis. 



Fig. 69 .— Peitjllaria Pudica. 


for summer use. Not that it is in the least necessary to grow 
them in the house through the summer, but only during tbe 
earlier stages of growth. In very few cases do amateurs go in 
for show plants — ^rather the reverse — small well-grown plants in 
4m. or 6in. pots being aU that is sought, and where such sorts 
as Oonspicua, Mrs. Ballantyne, Yainqueur de Puebla, Talma, 
&c., are nicely grown, but little more is desired. 

Cultivation depends on which part of the year these plants are 
wanted, whether early or late. If early, the cuttings should be 
got in before Christmas, but if not required until autumn they 
may be struck from January to early April. As soon as rooted 
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Jbhey shonld be potted off into thumb pots, and kept gently 
moving until March, when they should be placed in 4in. pots 
in a light position, growing on freely, and the first batch will be 
ready in May and June under glass. Those intended for 
autumn should be pinched back in May, and as soon as they 
break, placed in frames and closed for a few days. Then they 
should have plenty of air and light, and about June should 
have a shift into pots a 
size larger, and, with 
due attention to water- 
ing, nice plants for de- 
corative purposes will be 
had in August. Cut- 
tings struck in April and 
grown on into 6in. pots 
will bloom well from the 
end of August until near 
Christmas if taken in- 
doors as soon as the wet 
season commences, and 
kept at a minimum tem- 
perature of 55deg. Li- 
quid manure must, how- 
ever, be given in this 
method of cultivation, 
sulphate of ammonia 
being preferable to other 
more gross manures. Pio. 70.— Fuchsia. Pulgins. 

For general use the pre- 
ceding is good if due attention to stopping, watering, &c., is paid, 
the principles of which are described farther on. 

We do not advise any amateur to attempt winter or early 
spring Fuchsias, as they do not pay for the trouble involved in 
growing them. As, however, some of our readers may possibly 
desire to grow exhibition plants, we will describe the process of 
culture. In September, cuttings should be taken of the desired 
sort, from robust tops free from bloom. If the cuttings have 
leaves produced in whorls of three, so much the better; but 
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this, though an advantage, is not absolutely necessarj^. These 
should be inserted in 4in. pots, one-third of which should be 
filled with crocks, and then the pots filled with a compost of leaf 
soil, loam, and sharp sand, in equal proportions. Put from 
six to eight cuttings in each pot, and water in, giving a good 
watering to settle the soil. The cuttings should then be placed 
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on a ligbt shelf in the greenhouse for the winter. Early in 
March the plants should be potted off into Sin. pots, with the 
same compost, but, perhaps, a little less sand. The strongest 
shoot, or “ break,” as it is technically termed, should alone be 
permitted to remain, the others being pinched off. As they 
attain Sin. or lOin. in height small sticks should be placed to 
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irevent tlilm bending or knuckling over ; also the points of the 
^oots should be taken out, so that side shoots may be induced 
to break. If the plants can have the benefit of a little warmth 
ifntil the end of April, so much the better, always provided that 
proper cai*e be taken to maintain as equable a temperature as 
possible. As soon as the roots kiss the sides of the pots, it is 
better to give a moderate shift than to wait until they become 
entangled and then give a large shift. This re-potting should 
be kept up until 6in. pots are reached, which should be about 
the second week in May, gradual hardening off going on mean- 
while. Care must be given to stopping and training, so that a 
good framework may be obtained, it being remembered that 
the plants will be from 2ift. to 5ft. high when finished. By 
the end of May, if they have progressed in a proper manner, 
they will be ready for transferring to the blooming pots, which 
may be lOin., 12in., or 14in., according to the size and habit. 

For soil use one-half chopped fibrous loam, the other half leaf 
soil and thoroughly decayed manure, with enough coarse sand 
to keep the whole sufliciently porous. Pass through a fin. 
meshed sieve, not finer. Potting should be performed carefully, 
the soil being pressed firmly aromid the ball of earth and roots, 
but yet not made as hard as a gravel -path. Place a neat stake, 
from 3ft. to 5ft. long, in the centre of the pot, tying the plant 
loosely to it. Now select a light, yet warm and sheltered, spot 
out of doors, and stand the pots on pieces of slate to prevent the 
ingress of worms. Cai’efully attend to watering and training, 
as before, and allow the plants to remain until the second week 
in June. Then plunge the pots into ashes, tan, or other 
material, turning them round once or twice a week to prevent 
them becoming lopsided or drawn. Liberal supplies of water 
must be given, and liquid manure should be given twice a week. 
Pinching should be discontinued about five weeks before the 
show, when the plants should be a peiffect pyramid of foliage 
and bloom; and slight shade should also l)e given about a 
fortnight before. The composts given above should be used 
for all classes of Fuchsias, either for show or ordinary pot work. 

Propagated by cuttings, as described above. 

The Garden Fuchsia (Fig. 71 j may be recommended. The 
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following, altliougli not perhaps the newest, are gocfa sorts icfi 
both form and colour. Dark single : Lord Elcho, Gipsy Girl, 
Senator, La Favorita, Prince Imperial, Souvenir de Come- 
lissen. Double : Rifleman, Percy, Universal, Amy HostJ. 
Single whites; Schiller, Rose of Denmark, Lady Heytesbury, 
Rose of Castille, Hugh MiUer, Guiding Star, Maid of Kent, 
Fairest of the Fair. Red, with white corolla, single : Conspicua, 
Maria Cornelisaen, ‘Marchioness of Bath. Double: Tainqueur 
de Puebla, Mrs. Ballantyne, Emperor of the Fuchsias. To these 
may be added : Arabella Improved, Mrs. Marshall, Improvement, 
Nabob, Water N 3 rmph, Avalanche, Blue Boy, Gen. Grant, Purple 
Prince, Sultan, and White Lady. In our opinion, the first twenty- 
four are the best for all purposes. Yariegated foliage we object 
to, as it detracts from the bloom, which is the strong point in all 
Fuchsias. Among the showiest species is F. fulgens (Fig. 70). 

Fnnkia. — Hardy herbaceous soft-wooded plants. Grown for 
both foliage and flowers. Minimum temperature (in pots), 
35deg. As fine foliage plants for the cool or warm green- 
house there are very few that can equal the Funkias in 
particularly fine foliage, and, at the same time, the bloom is 
not to be despised. They are deciduous perennials, just as 
pseonies, and other plants of a like nature, having ovate leaves, 
and throwing up long spikes of flowers in their season, and 
when in their prime they appear as in the engraving (F. 
Sieholdii, Fig. 72), Consequently, they require to rest for a 
certain part of the year, and it is, therefore, best to keep 
them in a cold frame from which frost is excluded during the 
winter. In spring and early summer they can remain in 
the house, which they will help to decorate in a very effective 
manner; but from the end of July, until the foliage ripens, 
it is best to stand them out of doors, and their orna- 
mental foliage will be useful in various places. The large 
ovate leaves of some of the varieties, and the gracefully 
curved spikes of drooping and somewhat lily- shaped flowers 
about an inch long, the spike being nearly two feet in 
length, render the Funkias very handsome specimens for flat 
vases, large pots, &o., and, as the beauty of the plants lies 
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in tlie form and markings of tke foliage, the;^ do wel^ 
stood rather low on the stages, or perhaps on the ground. 
It is, however, a matter of the greatest importance that 
plenty of light and air be given, and also that ail insects, 
particularly green fly, slugs, and snails, be kept scrupulously 
<iestroyed, as, if these are allowed to prey on the plants, the 
foliage will be anything but handsome. We use a compost of 
loam, leaf soil, and rotten manure, to which some sharp sand 
has been added. Plenty of drainage is also necessary, as, 
during growth, the plants require free supplies of water. 

Propagated by division of the crowns while at rest. 

Funhia Fortunei, glaucous blue foliage ; F. glauca, broad 
glaucous leaves ; F. grandiflora, handsome foliage, highly 
fragrant white flowers, which, if the plants are taken into a 
temperate house ere frost comes, will continue in bloom until 
December; F. ovata variegatay leaves finely margined with 
white ; F. o. aurea^ soft yellow foliage; F. ovata, glaucous green 
foliage, puce flowers ; F. ohcordata, fine foliage and puce flowers, 
and F, undidata medio-variegata, fine foliage and puce flowers, 
will all be found very useful for the purposes named, and, 
besides these, there are very many more which are useful for 
either in or out-door decoration. The best plan is to see the 
plants before purchasing, and a visit to a good nursery, — say, 
Mr. Ware’s, at Tottenham, — from June to September, would 
amply repay the intending purchaser. 



[ ALAKTHUS. — Hardy, bulbous, soft- wooded 
plant. Growm for its flowers. Minimum 
temperature (in pots), 30deg. The Snow- 
drops are so well known that a description 
is unnecessary ; sufdce it to say that a few 
pots in the cold house come in very handily early 
in the season. The culture is very simple — ^in 
fact, so simple that the only thing to be sur- 
prised at is the scarcity of these lovely blooms 
just after Christmas. All that is necessary is to pot the bulbs,. 
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ip,bout fiv^ in a lar^e sixty-sized pot, using a somewhat rich 
Compost of sandy loam and leaf soil, to which some sharp sand 
has been added. The bulbs should be potted as soon as they 
tan be had, and then stood in a cold frame until the end of 
November, when they should be taken indoors and kept just 
moist until growth commences, when more water should be 
given. It is also necessary that a light airy position should be 
chosen for them, and it is an advantage if the house is kept at 



Fig. 73,— Snowdeop (G. Nivalis). 


a temperature of from 35deg. to 40deg. After blooming, the 
bulbs can either be turned into the ground or thrown away. 

Propagated by the natural increase of the bulbs. 

The best sorts are G. nivalis (Fig. 73), G. nivalis and G, 
plicatuSf all of which are white, tipped with green. 

Oaaania.— Half-liardy soft-wooded plant. Grown for its 
flowers. Minimum temperature, 36deg. These are showy,. 
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nearly hardy bedding plants, and, from their habit ji^d bloom,^ 
should be in every collection. The flowers are like very larg^ 
single asters, and are two or thiree inches in diameter, according 
to kind and culture; the plants are somewhat trailing with 
lanceolate leaves, and being continuous bloomers, when well 
grown they are very effective. In many places they are quite 
hardy, while in others they require to be housed; but in all 
cases it is well to keep a few store pots in readiness to fill up 
blanks or to guard against loss, while in places where the 
bedding system is pursued it is a good plan to have the stock 
in small pots at planting time, as in this state they are most 
manageable, and work ihto the designs more readily. We take 
cuttings in August and insert them eight in a 6in. pot of sandy 
soil, half filling the pots with crocks. These pots we place 
in a frame or on a bed of ashes until about the middle 
or end of October, when they are placed in a cool house until 
March. We then pot them off into comparatively small 
pots (2iin. to 3in.), and in April place in a frame till re- 
quired for bedding or for the furnishing of baskets, vases, 
Ac. Too much heat or water should be avoided, and all 
insects should be kept down cai’efully. A good sandy loam 
suits the plants best. 

Propagated as described above, or by seeds sown in a warm 
greenhouse in February. 

For sorts, select from G, pavonia^ yellow ; G. rigens, orange ; 
G. splendens, OTELUge ; and G. splendens fol, var., orange flowers 
and variegated foliage. 

Genista. — Hard-wooded plant. Grown for its flowers. 
Minimum temperature, 36deg. This is a very favourite plant 
for greenhouses and indoor decorations, as its bright yellow 
blossoms and light elegant foliage have a charming effect 
amongst other flowers. It is a plant that is very easily grown, 
and it is perhaps for this reason that it is so popular; how- 
ever, its intrinsic merits fully entitle it to the high position 
it has attained. The Genista is more properly known as the 
Oytisus, and under that name full instructions for its cultivation 
and a list of the best varieties will be found. 
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Geraniiim. — Hardy soft-wooded plants. Grown for their 
Sowers ani foliage. Minimum temperature, 36deg. One or 
tT^o of the Geraniums can be used sometimes in the cool house, or 
t^ey can be grown in a cold frame, and transfen-ed to the house 
when in bloom. The plants are perfectly hardy, and bloom very 
freely in their season, bearing cup-shaped or recurved circular . 
flowers from one to two inches in diameter on erect stems, and 
generally in trusses, as with the pelargonium ; but as they can 
be made to decorate the cold house so much the better, and 
the colours being of very pleasing shades tend to improve 
the appearance of the place greatly. The culture consists in 
simply re-potting when the growth commences, using a compost 
of leaf soil and sandy loam, and potting moderately firm. A 
fair amount of drainage must be afforded, or the plants will 
not thri\re. In no case is it desirable to introduce them to a 
heated house, as they will not thrive well in such a place. 
Another good plan is to carefully lift them when showing 
bloom, and then pot them up, keeping in a shady place for a 
few days, and then introducing to the house. 

Propagated by seeds or division of the plants when at rest. 
We do not here refer to pelai-goniums, but Geraniums proper. 

Some of the following can be used for cold house work : 
0. albidum, white ; G. angiulatum, purple ; G. Jbericiwi, blue ; 
G. nodosum, purple; G. phceum, black; G. pratense, blue; 
G. roseum, rose; G. sanguineum, blood red; and G. Vlassovianum, 
red. 

Qrevillea. — Greenhouse hard-wooded shrub or small tree. 
Grown for foliage chiefly. Minimum temperature, 36deg. 
This is a plant of an ornamental chai'acter, and is worthy of a 
place in all fair-sized collections. The foliage is ornamental, and 
of very elegant appearance, being finely divided, while the 
flowers are of rather a peculiar form, which it is impossible 
to desciibe without an engraving, particularly so in rosmari- 
nifolia, and for this alone the plants would be interesting. 
As, however, they are grown almost solely for their fem- 
like foliage, a description of the flowers is a matter of small 
importance. As a comparatively cold house, or an ordinary 
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greenhouse only is required, they come within the reach of most 
amateurs. We would, however, advise our readers see them 
before purchasing. For soil we generally use good fibrous loam, 
and enough sand to keep the compost sufficiently open for tl?e 
passage of water, as most loams go into a bad state as soon as 
the fibre decays, unless sand is used. The plants should be 
re-potted when they cease blooming, and they require much the 
same treatment as Cytisus. As a rule, specimens about a foot 
to two feet in height are best, but they can be allowed to get 
much higher if desired. 

Propagated by seeds sown in spring in a warm greenhouse, 
in sandy soil. 

For sorts we should prefer G. alpestris, red, yellow; G. Brum- 
mondii, white, yellow ; G. Hilli; G. lavendulacea rosea; G.punicea 
splendenSf scailet; G. rohastay orange; and last, but not least, 
G. rosmarinifoha, red. 

Guernsey Lily.— See “ Kerine.” 


ABROTHAMNUS. — Greenhouse hard- 
wooded shrub. Grown for its flowers and 
general appearance. Minimum tempera- 
ture, 40deg. This is a plant that does well 
in a house that is heated to about 40deg. 
or 45deg. during winter, and although it 
is generally used as a climber it makes no des- 
picable pot plant, as its foliage sets off the 
blooms to great advantage. It requires plenty 
of pot room, and we always find it do best in a free and 
moderately rich soil, where it will produce its terminal 
clusters of bright coloured flowers for the whole season, and in 
a warm house for the whole of the year. For pot cultivation, 
cuttings should be struck in August, and when rooted should be 
potted as frequently as the roots reach the sides of the pots. 




Dictionary of Plants, 


193 


^They shojfld be pincbed back early to cause tbem to become 
busby, aim if tbis is done early in January they often bloom 
well according to tbeir size ; but tbe next season they do better, 
as a rule, if potted, and grown on in tbe frames or outdoors. It 
is desirable to use large pots, as tbe plants require plenty of root 
room, and at all times they must be carefully looked after, in 
regard to watering, &c. Where it is desired that they shall 
form wall plants, they should bare large boxes, or, what is 
better, should be planted out in tbe borders, and receive Kberal 
treatment ; bloom will then be plentiful. 

Propagated by cuttings stimck on a slight bottom beat, or in a 
close frame, as described above. 

JBT. elegans, carmine ; H. faseiculatua, crimson ; and H, 
foL argenteus are three of tbe best. 


Kfemantlius. — Greenhouse bulbous soft-wooded plant. 
Grown for its flowers. Minimum temperature, 40deg. Tbis is 
a very showy class of bulbous plant, resembling tbe amaryllis, 
and is well worth cultivation. We have found it do well treated 
in tbe same manner as tbe Guernsey lily ; in fact, we have bad 
finer blooms by tbis treatment than by any other. 

Propagated by offsets, which should be treated in tbe same 
manner as tbe old plants. 

Tbe best we have seen (not stove varieties) are H. cocoineus, 
red ; H, albifios, white flushed pink, sometimes pure white ; and 
H, puniceus. 


HedycliiTim. — Greenhouse soft-wooded herbaceous plant, 
Grown for its flowers. Minimum temperature (when at rest) 
35deg. Medychium Gardnerianum, tbe Indian Garland Flower, 
as it is frequently called, is a subject that is well worthy of 
cultivation in all conservatories of a fair size, as it is best 
planted out, when it makes a fit associate to tbe various large- 
growing fine-foliaged plants used in such structures. Planted 
out in a wide border in a conservatory, with a compost of good 
loam enriched with a little thoroughly decayed manure, rendered 
porous by the addition of some sharp sand, the Hedychium will 
make heads of honeysuckle-like bloom and growths of Canna- 

o 
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like foliage far surpassing anything grown in pots; yet in the 
latter they are not bad if properly grown. Occasional supplies' 
of liquid manure are also very beneficial in producing increased 
strength and vigour. ( 

For pot culture the following answers well: Purchase the 
plants in winter, and as soon as they show signs of growth re-pot 
into pots or tubs from 15in. to 18in. in diameter, giving about 
Sin. of drainage. Water thoroughly until growth pushes freely, 
and then apply pure water in an almost unlimited amount, 
occasionally giving a dose of liquid manure. By forwarding 
some and retarding others, a continuance of bloom can be main- 
tained for some months. As soon as the bloom is over the 
flower spikes should be cut down, and the strongest of the others 
left through the winter, when some of them will produce early 
spikes of bloom. H the flowers are fertilised artificially they 
will produce seeds of a bright orange scarlet colour, veiy showy 
and interesting, but of course the production of seeds weakens 
the plants a little. In spring, when the plants are re-potted, the 
rhizomes can be divided, and many plants will be made ; but, in 
our opinion, one or two good specimens are preferable to a 
number of smaller ones, the size of the plant rendering a large 
number out of place in any but very large conservatories. In 
the second season the spent earth can be partly removed, and the 
plants re-potted into pots or boxes only an inch or two larger, 
or, if this is not convenient, into the same sized pots or boxes, 
and they will cany (with the aid of liquid manure) from eight 
to fifteen flower spikes, which make a handsome specimen. 

Propagated by division of the rhizomes, as described above. 

There are red, orange, yellow, and white Hedychiums, which 
any good nurseryman can supply, although we believe they are 
mostly unnamed. 

Seliotropixun. — Half-hardy soft-wooded plant. Grown for 
its flowers. Minimum temperature, 40deg. Heliotrope is a 
constituent of most bouquets in the season when it is in bloom 
out of doors, and in winter it is very much esteemed, as it is 
one of the best scented flowers to be had; and as these are 
borne in close heads of small five-cleft florets, they are veiy 
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useful cutting. It is not very difficult to grow if certain 
(pimple rules are followed, but if these are neglected, small 
success will follow. There is little labour required to produce 
'bedding plants; simply strike the cuttings, in the autumn, 
and winter them in store pots, or keep old plants until 
early spring, and then strike cuttings and grow them on 
briskly, whichever is most convenient. In either case we find 
that it is the most convenient plan to strike the cuttings in a 
moderate bottom heat, and to strike in sand only. The advan- 
tage in keeping old plants is that sometimes plenty of bloom is 
had without any trouble, especially if a warm and moderately 
dry atmosphere is kept up ; in fact, such a house as that in which 
tricolour pelargoniums are wintered will suit them nicely, pro- 
vided bloom is not the chief point aimed at. Another plan, 
where bloom is required, is to take up the plants used for bed- 
ding, and, after potting them up, place in a moderately brisk 
bottom heat for a fortnight, and then cutting them back, place 
them in heat until they break freely, gi'adually hardening them 
off so that they may be brought into a house at a temperature 
of about 50deg. With care in training, <&o., re-potting about 
the end of February, nice plants full of heads of fragrant bloom 
may be had during April and May’. Planted out, and trained 
over a trellis in a conservatory, where a minimum temperature 
of 50deg. is maintained, heliotropes will bloom for the greater 
pai*t of the year, and few plants answer better. 

For soil, use good fibrous maiden loam two-thirds, and 
thoroughly decomposed manure one-third, adding sufficient 
sharp sand to maintain the whole in a porous condition. We 
strike in sand, and pot off into the above compost, in which the 
plants both bloom and grow freely. 

For conservatory decoration, pursue the following plan. In 
July or August insert about six cuttings round the edge of a Gin. 
pot, giving plenty of drainage, choose strong terminal shoots for 
outtings, which should be about IJin. long. Stand the pots in 
a close frame, and shade from the sun, keeping the pots fairly 
moist. In about a month shift the young plants singly in Sin. 
pots, still keeping them in the frame, but admitting air freely. 
As soon as the pots get filled with roots, re-pot into 48-8ized pots, 

o 2 
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stand in tlie frame for a week or ten days, and t^an either ‘ 
remove the lights altogether or stand the plants out. Some oL 
them will have a single stem only, and others will be bushy^ 
The former should be nicely staked and reserved for standards, 
as plants of this form, about three or four feet high, are 
extremely useful. As soon as there is the least chance of frost, 
place the plants in an airy light position in the greenhouse, 
and give only just enough water to keep them alive during 
the winter. As soon as they start in spring, turn them out 
of the pots, reducing the balls of earth somewhat, and then 
re-pot into pots one size larger. At the same time shorten the 
bi’anches of the bushy specimens a little, and give them all 
more heat and moisture, to induce them to break freely. About 
May give another shift, and also less fire heat, and increase the 
supply of fresh air. Then divide the plants into two batches 
— one to be placed in the frames in June after being re-potted 
into Sin. pots, the other to be kept in the conservatory, where 
they will bloom for a long time — ^many months, in fact. Those 
placed in the frames should be brought into the conserva- 
tory in September, and, by maintaining a temperature of 
50deg. to 55deg., an abundance of bloom will be obtained 
until the late plants are ready. The first batch should be 
wintered and treated as before described. 

Standards should be run up to the height desired and then 
stopped, and afterwards the shoots stopped and trained into a 
nicely-balanced head. The same general treatment applies os 
indicated above. The old 'K. Peruvianvm makes a good plant to 
cover trellises in the conservatory, giving an abundance of 
bloom for many months in the year. The soil used must be 
the same as mentioned before. 

Propagated by cuttings as already described. 

The best sorts for pot culture or bedding are : Surpasse Guas- 
coi, lilac to French white; M. Semeul, reddish purple; Mrs. 
Lewington,dark purple; Mias Nightingale, darkish purple; Hurst 
Mettemich, French white; Madame Fillion, violet, white centre;. 
Jersey Beauty, lavender; Mme, J. Amy, light blue; Mme. Bour* 
charlat, dark blue ; Mens. Oassanave, dark purple ; and Souvenir 
de Leopold I., light lavender lilac, very free and dwarf. 
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Hibbfrtia. — Greenhouse hard-wooded climber. Grown for 
dts flowers and general appearance. Minimum temperature, 
36deg. Hibbertia volubilia is a good pillar plant, as is also 
H. Cunninghamii, and the large yellow buttercup-like blooms 
which are freely produced over the leafy twigs of the whole 
specimen are very efEective, rendering the whole of the space 
covered by the plants a mass of floricultural beauty. The 
Hibbertias are, however, only suited for covering pillars or 
walls, and should therefore only be used for such work. It is, 
however, not so much grown as it should be, although it 
deserves a place wherever there is space. It is a plant that 
requires plenty of root room, and may either be grown in large 
pots or planted out, care being taken to provide good drainage, 
a point that is too frequently neglected. We have grown it in 
peat and loam, both together and separate, always providing a 
sufficient quantity of sand to maintain the soil in a healthy 
porous condition, as in no case will any plant do well in a 
close sticky soil, hard-wooded plants particularly. If insects 
begin to attack, they must be got rid of at once, or they will 
soon cause the plants to become unhealthy and unsightly. 

Propagation is best effected by seeds, in the hands of the 
amateur gardener, but as only one or two plants are likely 
to be needed, it is better to purchase them when they are 
required. 

Hovea. — Greenhouse hard-wooded shrub. Grown for its 
flowers. Minimum temperature, 40deg. It is well worthy of 
cultivation, especially in point of its adaptability as a roof or 
bush plant. It has pea-shaped flowers, and very distinct foliage, 
the blooms being produced freely from the axils of the leaves of 
the previous year’s growth. In propagation it is best to raise 
from seeds, as cuttings are rather difficult to strike. The plant 
is rather slow growing, and, therefore, particularly suited to 
small or medium-sized houses. 

Sow on a gentle bottom heat in March, and pot off as soon as 
the rough leaf appears, using good turf, peat, or loam, with 
about one-sixth silver sand, to keep it open. Grow on till the 
plants are about three or four inches high, and then pinch out 



tike pointe, to cau^ the young plant to be buabjr. Aa^om as 
^ \e Teqmred, a small one sbonld be given. As the 
plants grow it is very likely tliat some of the shoots will 
take the lead over the others, and when such is the case they 
should be stopped back, and, in fact, it is not a bad plan to stop 
all the shoots again when they reach about six inches in height. 
This second stopping causes the plants to become pretty well 
famished, and, as it were, lays the foundation of the future 
plants. Seedlings require the beat of an intermediate house 
rather than that of the greenhouse, for the first season, but 
after the first rest they can be transferred to the greenhouse. 
For this reason the amateur will find it by far the best 
plan to purchase plants that are of a moderate size from a 
nursery, as then all the preliminary trouble is avoided, and no 
other than a greenhouse is necessary. If, however, plants are 
required for roofs, they had better be raised from seeds, and 
not stopped until the required height is obtained, when, if they 
are pinched back, and carefully trained, they will make good 
plants, and be very ornamental. 

The following treatment is more suitable for an amateur, and 
is that necessary for plants which have been purchased in 6in. 
pots in autumn. These should be wintered in a light house, as 
near the glass as possible, and at a temperature from 40deg. to 
45deg. It is advisable to pick off the flowers the first season, 
if it is desired to have nice specimens ; but at the same time it 
is not absolutely necessary to do so, if the bloom is particularly 
desired. As soon as they have started into growth an inch or 
so, give a shift into pots an inch or two larger, pot firmly, and 
allow sufficient drainage. Shut up the lights early in the after- 
noon to retain as much sun heat as possible, so as to ensure an 
early growth. About the end of April just sprinkle the plants 
in the afternoon with the syringe to ensure a good growth, and 
should any of the shoots be inclined to run away, tie them 
down, €0 that the flow of sap may be equalised. Shade is not 
required, but a proper amount of water is necessaiy to ensure 
success, although over watering is to be avoided. About the 
end of August admit air freely to harden the plants off. 
Winter as before, and in the following spring they will be very 
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fine irov^ a decorative point of view. After blooming they 
bhould have a abift if the soil is full of roots, but if not it 
can be left for another year. The only insect that is likely to 
do much damage is scale, but this is easily destroyed by using 
a strong solution of ** Gishurst Compound,” or “ Fowler’s In- ' 
seoticide,” either of which will destroy it. 

Propagated from seeds, as described above. 

The varieties that we have found suitable are H. Cehii^ blue ; 
JST. purpurea, purple ; and H, pungena major ^ blue. 



Pig. 74.--H0TA Cabnosa. 


Sosra. — Greenhouse hard-wooded climber. Grown for its 
flowers and foliage. Minimum temperature, 40deg. This plant 
is remarkable for the wax-like appearance of the foliage and 
flowers which are shown in Fig. 74, and this is what causes it to 
be much sought after. It is one of those plants that give com- 
paratively little trouble, but which always look well if kept clean. 
Even if no flowers are obtained the foliage is far prettier than 
that of many of the plants that are grown for their foliage alone, 
the peculiar brightness and waxy appearance being very beauti- 


200 Greenhouse Management for Amateurs, 


ful, and if we consider the appreciation it generally Jicceives it 
stands pre-eminent as a wall climber. It can either be planted 
out, or grown in good-sized pots, according to the convenience^ 
of the grower, but in neither case must it get dry during the 
growing season, or the leaves will have a rusty appearance. 
For soil, use peat and loam in equal parts, with enough sand to 
keep the whole porous, and do not overpot, as there is no 
advantage derived from so doing. The temperature of the 
house must not sink below 40deg., and the plants should not 
be exposed to full sun during very hot weather. Training 
should be carefully attended to, and water should be applied 
when necessary. 

Propagated by cuttings of ripe wood inserted in pots of sandy 
loam in the greenhouse. 

For sorts, JSl camosa stands £rst, and, if one variety is not 
enough, add H, c, varlegata — a variegated form of the preceding 
—or M, hella, which is not of such free growth as if. carnosa. 

Stunea. — Half-hardy herbaceous perennial. Grown for 
its flowers. Minimum temperature, 45deg. H. elegans and 
if. purpwrea are two very useful half-hardy perennials; but 
they succeed best if treated as biennials, and, as the seed is 
very moderate in price, we recommend that course. Sow 
the seeds thinly in rather sandy soil in April, and transplant 
into small pots (thumbs) as soon as the flrst leaf appears. 
After the young plants root into the fresh soil, gradually hai'den 
them off, and place in cold frames about the end of May, 
being careful that the temperature does not fall below 45deg. 
As soon as the pots are full of roots (but not pot-bpund), re-pot 
into one size larger, paying particular attention to watering, 
and keeping free from insects. Continue re-potting as neces- 
sary, but giving only one size larger each time ; keep the plants 
as close to the glass as possible, when it is necessary to keep 
the lights on, and syringe every evening during hot weather. 
Early in September remove them to a light position, near 
the glass in a greenhouse, where a temperature of 45deg. to 
50deg. is kept up, admitting as much air as can consistently 
be allowed, and re-potting from time to time as requisite, as 
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* the chie^ secret in cultivating these plants is to keep them 
steadily growing. About the end of IMlhy they may be again 
transferred to the frames, the treatment being as before. From 
\2in. to 15in. pots will be found necessary to bloom them well, 
and, during the whole of their growth, no check must be given. 
They will bloom from about July till the end of October, or even 
later, and, as the plants are very imposing in appearance, about 
4ft. in height, and the drooping feathery inflorescence is nicely 
perfumed, they are very welcome additions to the stock. In 
growing them a slightly moist atmosphere rather than a dry 
one should be kept up. 

The best soil to use is a good rich light fibrous loam, with 
enough sand added to secure the necessary porosity, as, when 
growing vigorously, they require plenty of water, and conse- 
quently plenty of drainage. 

Propagated from seeds as described above. 

The two varieties we name are fairly distinct, and are 
certainly good, viz.: PT. elegane, reddinh brown; and JS. 
purpurea, brownish crimson. 

Hyacmth. — Hardy bulbous soft-wooded plant. Grown for 
its flowers. Minimum temperature (in pots), 40deg. Yery 
few persons who have a greenhouse would care to have the 
Hyacinth absent, and as the plants are alike useful in both 
heated and cold houses, their value is so much the greater. 
The culture of the Hyacinth is comparatively simple, but 
at the same time it is necessary to observe certain rules. 
The first is to have perfectly sound heavy bulbs, which 
should be selected clear from offsets or protuberances, and, 
what is equally as important, with only one crown. In 
fact, a Hyacinth should be like a fine onion, clear in the 
skin, and smooth and well proportioned, and, at the same 
time, heavy for its size. Bich sandy soil should also be 
provided; and, lastly, a sufficient time for the production 
of roots should be allowed before they are brought to the 
light, or only very indifferent results will be obtained. A 
compost composed of one-half good loam, one-third good leaf 
soil, and the rest manure and sand, will suit Hyacinths well, 
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ta. 78.--43nroLs Htacutth. 


and cause them t# produce 
large spikes. The bulbs 
should be obtained as earlY 
in the season as possible, and 
a portion — including some of 
the white Roman — should be 
potted up at once, plenty of 
drainage being given with 
the compost mentioned above. 
The pots should then be 
plunged in a bed of coal 
ashes or cocoa fibre refuse, 
and the bulbs covered to a 
depth of six or seven inches. 
The other bulbs should be 
stored in a cool place, potted 
up from time to time, and 
treated as the first batch, 
and these later lots will make 
good successions to the first 
ones. After the bulbs have 
been under cover for about 
five or six weeks they can 
be taken out and placed in 
a frame or greenhouse, and 
kept moist. The flower spike 
will then soon throw up, and 
the plants should be kept 
near the glass, so that all 
the light that can be ob- 
tained may be afforded them. 
A temperature of SOdeg. will 
bloom the bulbs well in the 
early house, and if plenty of 
water is afforded the plants 
when they are growing vig- 
orously, fine spikes of bloom 
will result. The successional 
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Batches m^st be brought forward from time to time, and treated 
the same as the first lot. 

Propagated by jiivision of the offsets, which are formed 
naturally round the base of each blooming bulb. 



Tig. 76.— Double Htacustth. 


Some good single soi-ts (Fig. 75) for pot work are: Amy, 
bright red ; Meyerbeer, bright red ; Mrs. Beecher-Stowe, delicate 
rose; Ariadne, rose shaded with pink; Circe, carmine; N’orma, 
delicate pink; Von Schiller, deep salmon pink; Tubiflora, blush 
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white ; Alba maxima, pure white; Blanchard, pure white; Granfi 
Vainqueur, white ; La Candeur, white ; Oouronne de Celle, blue, 
light centre; Grande Vedette, pale porcelain blue ; Baronne V^ 
Tuyll, blue; Brunette, rich blue; Ohas. Dickens, pale shaded 
blue; Nimrod, light blue; Genei-ul Havelock, black purple; 
Mimosa, black; Anna Carolina, yellow; Heroine, pale yellow; 
Ida, good clear yellow; La Pluie d'Or, primrose. The yellows 
are not nearly so good for pot culture as other colours, but 
they make a change in the appearance of the plants. The 
doubles (of which Fig. 76 shows a good type) require special 
treatment, in order to make them woi*th notice; and we 
mention no vaiieties because, unless where exhibition pur- 
poses are contemplated, such treatment will not be repaid 
by results. 

Hydrangea. — Hardy hard-wooded shrub. Grown for its 
flowers. Minimum temperature, 45deg. This, although a hardy 
shrub, is often grown in greenhouses, and when properly culti- 
vated produces such a fine effect that it is worth a place 
amongst the more generally accepted greenhouse plants; it 
has a very handsome appearance, as shown in Fig. 77. H. 
hortensia (pink) and R, paniculata are the only members of the 
family to which we shall refer, as they are the best and most 
met with. The question to be determined is, whether plants 
with one large corymb of flowers, and about 18in. high (as 
grown for the London markets), or of larger size with several 
smaller ones, are desirable ; for, although the treatment is 
similar, it is necessary to select the plahts for the different 
plans. Strike cuttings in gentle bottom heat in the end of 
August, and when well rooted, pot off into 4in. pots in 
a free rich soil, containing a small allowance of peat, or, if 
this is not obtainable, leaf mould and silver sand; choose 
only the lateral or side shoots, and keep them growing in a 
warn greenhouse, near the glass, throughout the winter. 
Liberal supplies of water are necessary to ensure large flowers, 
and, consequently, there must also be good drainage. During 
the time the plants are in full growth, occasional supplies of 
weak liquid manui’e can be applied with advantage. If more 
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than one sTaoot is required, old cut-back plants can be used, 
but we think the single corymb makes the greater display, as, 
being larger, it is much more conspicuous. The same plants 
An, by attention to soil and culture, be made to bear blue 
flowers, and this opens to amateurs a wide field for interesting 
experiments. It is said that a ferruginous soil will produce the 



Fio. 77.— HTDBAiraBA Hobtenbis. 

blue-colour, and we have certainly seen masses of Hydrangeas 
in Devonshire, where the soil is strongly impregnated with iron, 
covered with azure blossoms. 

Propagated by cuttings of ripe wood of the current year’s 
growth inserted in pots of sandy soil in a cold greenhouse or 
fmme, or by layers. 
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CE FXkAJTT. — Half-hardy annual, grown for 
its foliage. Minimum temperature, 45defe. 
It is Tery often necessary to grow these for 
decorative purposes, as they will stand the 
sun so well. The perennial kinds can be 
raised from seeds, but we do not think that 
it is advisable to do so as a rule, as more certain 
results can be had from cuttings ; but still they 
can be raised in the manner hereafter described 
if it is thought desirable. The Ice Plant, which is trailing, and 
has ovate leaves about an inch long, which appear to be covered 
with small globules of ice, and from which the name is derived, 
and one or two others which are best treated as annuals, do well 
if grown as under, and they are certainly fine plants in their 
particular section. In most cases where the Ice Plant {Mesem- 
bryanthemum crystallinvm) is used for garnishing there is but 
poor foliage, i.c., foliage deficient in crystalline beads, to use a 
common expression, and this is usually caused by their being 
grown in too shaded a place. For our own part, we should 
choose a place fully exposed to the sun, but where a somewhat 
moist atmosphere can be maintained, for the purpose of pro- 
ducing fine foliage, at the same time starving the roots some- 
what. For the ordinary run of plants we sow in a warm house 
in February, using well-drained pans of sandy soil. The seeds 
are distributed thinly, and but slightly covered with soil, a 
sheet of glass being placed over the pans, as previously described 
for other seeds. The pans are then placed in a warm sunny 
position and not allowed to get dry, but at the same time they 
are not kept too wet, or the seedlings would rot off. As soon 
as large enough to handle, the plants are potted off in small 
pots, and as soon as these are fiUed with roots they are shifted 
into 3in. or 4in. pots in which they can remain for the season. A 
compost of two parts good loam, one part leaf soil or thoroughly 
decayed cow manure, and one part sharp sand, crushed mortar, 
and crushed charcoal in equal proportions, will be found to 
answer well, an inch of drainage being given to each pot. 
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Propagated from seeds as described above. 

For soAs from seeds, and treated as annuals, we bave found 
the following to be the best : M, crystallinum (Ice plant), white; 
if. tricolor, crimson and white ; and M, t album, white. 

Hlicinm. — Half-hardy hard-wooded shrub. Grown for its 
flowers. Minimum temperature 36deg. L Floridanum is by. 
some persons much esteemed on account of its flowers being 
perfumed, the scent being very much like that from ani84. The 
lUicium is very nearly hardy, having bright evergreen leaves and 
bearing axillary flowers which hang in twos and threes, and may 
therefore be treated as described for other things of a similar 
nature, the plants being put out of doors during the summer, 
&c. For soil use good sound turfy loam, to which a little leaf 
soil has been added, with enough sharp sand to keep the whole 
open. Pot moderately firm, and do not over water, and the 
plant will bloom abundantly. 

Propagated by cuttings as described for Hydrangea. 

Imantophylltuu. — Greenhouse bulbous soft-wooded plant. 
Grown for its flowers. Minimum temperature, 40deg. It is 
also called by the name of Clivea, at least so far as two or 
three of the varieties are concerned. The culture is very simple, 
and provided proper attention is paid them at some seasons, 
at others they can remain under the stage of the green- 
house. The chief point is to grow them well and freely during 
the summer, and to give them rest during the winter. We have 
grown them successfully in the same manner as Amaryllis, 
which they much resemble in bloom and foliage, and also in the 
following manner : In March the plants are re-potted in a com- 
post of loam and leaf soil, with the addition of some sharp 
sand, in from 9in. to llin. pots, and they are watered in ac- 
cordance with the growth. The same heat as the other stock 
receives is given, and as the weather becomes warm, air is 
freely admitted, so that the plants shall be fairly hardy. The 
blooms should be supported by neat stakes, and as probably 
there will be several heads, they should be trained apart so that 
a fine head of bloom is shown on each plant. After the bloom 
is over it is well to keep the plants growing vigorously until 
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the leaves begin to ripen, and then gradually leave off watering 
until they are in a dormant state, when they can be placed under 
the stage. 

Propagated by division in the same way as Amaryllis, ‘ 

The sorts we have grown are J. Aiioniy L iminiatum, and J. 
cyrtanthiflorum. The colours are shades of orange red, and the 
flowers are produced in large numbers. 

Indian Garland Flower. — See “ Hedychium.** 

Zndiambber Kant,— See Ficus Elastica.'' 

Ipomosa. — Greenhouse and half-hardy annual climber. Grown 
for its flowers. Minimum temperature 45deg. to 50deg. Amongst 
the Ipomceas some of the prettiest climbers for the conservatory 
will be found; and they are very useful, as both bloom and 
foliage are very handsome. The blooms, in form like those of 
the convolvulus, which the plants generally resemble, are of 
various colours, and, as these are very diverse, a fine show may 
be made ; if a little trouble is taken in hybridising the varieties, 
excellent results are almost sure to follow. It is, however, 
desirable not to save seeds from dirty-coloured flowers, such as 
brick reds or muddy-coloured blues, but in all the shades of 
colour clearness should be aimed at. The culture of the 
Ipomceas is very easy, and, in proportion to the beauty of the 
plants, may be said to be about as profitable as that of any- 
thing grown. Ipomosas require plenty of root room, and do 
best in a border in the house; but, where this cannot be afforded, 
large pots or boxes are necessary, that a sufficient run for the 
roots may be allowed. The plants are useful trained over 
trellises, or on pillars, or, in fact, anywhere, provided sufficient 
light is given, but, if the roof is overhung with grape vines, it 
will be useless to try to grow them. The time of sowing will 
depend much on the accommodation for growing, and, according 
as the seeds are sown early or late, so wiU be the period of 
blooming. Where convenience exists, it is well to sow early, 
placing two seeds in a small fiO-sized pot. As soon as the 
roots kiss the sides of the pots, re-pot into 4in., and, when the 
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•roots toujh the sides of these, the plants should be transferred 
to where they are to bloom. Plenty of drainage must be 
afforded, and the soil in the larger pots should not be sifted, but 
t>roken up small mth the hands. We have found a good 
compost to consist of equal parts of fibrous loam, rotten manure, 
and leaf soil, with enough sharp sand added to keep the whole 
well open. Plenty of water will be necessary during the 
growing season, and a rather moist atmosphere suits the plants 
best. 

Propagated by seeds as described above. 

For sorts, select from L coccinea, crimson; L Learii, violet 
and blue; L ruhro cceruleat sky blue; and L r. c. aZ6a, white. 
There are several others, but we curtail the list so as not to 
include doubtful varieties. 

Iresine. — Half-hardy, soft-wooded plant. Grown for its 
foliage. Minimum temperature, 40deg. This is much used for 
bedding, having oval leaves about an inch and a-half long, the 
plants being from Iffc. to lift, in height, and, from the metallic 
bronze colour of the foliage, whether dark red or bronze- 
coloured reddish green, it contrasts favourably with other 
foliage plants of a brighter hue. The Iresines are, how- 
ever, plants that require a brisk heat to grow them freely 
at certain times, that is, to obtain presentable plants for bed- 
ding out; but, at all other times, a minimum of 45deg. will 
keep them in fair health. The way we manage them is as 
follows : We take up the old plants in September, or strike 
young ones in the end of July, and grow them on in pots, housing 
them in September, giving a light place near the glass, at 
the same time not over- watering for the winter. In the begin- 
ning of March cuttings are taken off and struck in nearly all 
sand, the pots being placed in a brisk bottom heat. The old 
plants from which these were taken are also placed in heat, and 
supply an abundance of shoots. When the cuttings are rooted 
they are potted off into a compost of loam and leaf soil, to which 
a large amount of sharp sand has been added; they are returned 
to heat again, and, when about Sin. high, the tops are pinched 
out, and, as soon as the plants break freely, they are gradually 
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hardened pff, and finally bedded out in June. Some o£ tbem 
may, however, be grown on in pots, and, by shifting frequently 
njitil Sin. pots are reached, stopping from time to time, and 
paying due attention to watering, fine decorative plants will 
be made. 

Propagated by cuttings, as described above. 

The following three varieties are good, viz., J. Lindeni, dark 
blood-red leaves, tall; J. acumuiatay taller than the next, but 
variegated like the latter, having brighter colours, fine for pot 
work; and J. Herhatiit dark crimson, nbs and stems of a 
carmine colour, but on some soils having a reddish bronze hue 
instead of coming true. 

Iris. — Hardy, bulbous, soft-wooded plant. Grown for its 
flowers. Minimum temperature (in pots), 33deg. Some of the 
bulbous Irises are worth growing in pots for the decoration of 
the greenhouse, but more particularly for that of the cold 
house, as there the colours come very pure, and the markings 
are very distinct. Great care, however, must, be taken that 
insects are kept down, and that the plants are kept as near the 
glass as possible, so that they do not become drawn, for, if that 
bhould happen, or the plants become infested with green-fly, 
they will not bloom, and, unless they bloom, they are useless 
from a decorative point of view. They are from a foot to two 
feet in height, and in general appearance as shown in Fig. 79. 
The general treatment is the same as for fritillarias, and if 
the directions for the culture of those plants are followed, a 
good show of bloom may be reasonably expected. Some of the 
evergreen Irises may be bloomed in the cold house, or in a cold 
frame, if the roots are carefully taken up and potted in pots 
sufficiently large to hold the clumps without damaging the roots, 
with good sandy loam for soil, and plenty of drainage. As a 
rule, however, it is not safe to try to force the herbaceous 
sorts, as they will not stand being over-excited, but, in the cold 
house, they can be had in bloom very easily. 

Propagated by offsets, which are produced naturally. 

Amongst bulbous sorts, the varieties of I. mphioides have 
the largest flowers ; those of J. xiphium are the earliest. The 
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following varieties of J. xiphioides are very good, an<^ are realljr 
worthy of being well cultivated : Brutus, reddish purple ; Damon, 
pure white; Gloriosa, pale blue and white ; Grand Yainqueur, 
rosy lilac ; La Beaute, lilac; Lord Palmerston, purple; Miss 
Barclay, white, splashed with violet ; Mungo Park, dark violet ; 
Penelope, white, mottled with lilac; Pourpre Blenatre, rich 



Fie, 79.—IRIS Ebticulata. 


purple. Of L xiphium^ the following are really good; white, 
yellow, rich violet purple, and blue. K the bulbs are had to 
the colours named, no advantage will accrue by purchasing 
named sorts, the only difference being in the price. Z. EUtrio^ 
which is of the I. reticulata type, is very handsome (Pig. 78) 
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ftnd has ajso a very pleasant perfume, but, being of compara- 
tively recent introduction, is not so com- 
Djon as others of the same type. It is 
well worth cultivation when bulbs can 
be had, and should be in every collec- 
tion. J. jpavonia major (peacock his), 
beautiful white, with sky blue blotch 
on each petal ; I. Fersica^ white, blue, 
and yellow ; L reticulata^ deep blue and 
golden yellow (Fig. 79); J. Susiana 
(Chalcedonian iris), broad petalled blush 
tinted brown flowers, netted with dark 
lines (Fig. 80); L tuherosa (snake’s 
headed iris), rich violet, tinted glossy 
black flowers ; I. primula^ various ; and 
I. suavolens, various, are all good for 
our purpose, if grown in a manner con- go — iris 

sistent with their various habits. The 

chief points are, to treat as nearly as possible as hardy plants, 
to give plenty of air, and to keep free from insects. 

Isolepis. — Greenhouse soft-wooded plant. Grown for its 
foliage. Minimum temperature, 36deg. This plant, which is 
in reality a rush, is most useful for various decorative purposes, 
whether in rooms, in the greenhouse and conservatory, or for 
table decorations, its grass-like foliage surmounted with its 
tufts of flowers, in aU about 9in. high, being very graceful 
and effective ; consequently it should be grown in every green- 
house in the land ; but, while it will do anywhere if frost is 
excluded, still it is far preferable to grow it in a house where 
at least a minimum of 45deg. is maintained. In fact, a higher 
temperature would produce better results, but, as in many 
cases this cannot be had without injuring the other stock, the 
former temperature must suffice. Where sufficient heat is at 
hand the plants can be kept growing briskly throughout the 
winter, while in cool houses they should be in an advanced 
stage before winter sets in, so that the chief point may be to 
preserve and prolong their beauty rather than cause a fresh 
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growtK Of course allowance must be made to meet anj^ 
special features in the case, but tbe following treatment will 
be found to produce excellent results : Pot tbe plants (after 
dividing tbe old stools) in a compost of sandy loam, leaf soil, 
and tborougbly rotted cow manure in equal parts, adding 
enough sand to keep tbe whole open. ‘ Keep them close for a 
week or ten days, and then air can be admitted more or less 
according to tbe season. Re-potting can be done at almost any 
time when beat is readily obtainable, but in cold bouses this 
operation is best performed in April and August, tbe plants 
being divided into two batches for tbe purpose. Few insects 
attack tbe Isolepis, but slugs and snails must be guarded 
against. In no case must tbe plants get dry at tbe roots, or 
tbe foliage will become brown and unsightly, and tbe beauty 
be thus lost. 

Propagated by divisions of tbe tufts or crowns, and this 
division can be carried on to a very great extent if in a warm, 
moist greenhouse. Although seeds are to be obtained, they 
cannot be relied on, as they should be sown as soon as ripe. 



ASMUTTIM. — Hardy bard - wooded 
climbing shrub. Grown for its flowers. 
Minimum temperature, 36deg. J asminums, 
being of a not too robust growth, can be 
grown successfully in pots, and while 
young may be trained on trellises affixed 
thereto, either flat or balloon shaped. Tbe 
blossoms being tubular, and more or less odori- 
ferous, they are very desirable for cut blooms, while 
the pinnate foliage is of a bright green, and very pleasing. The 
plants, which can be used on v^Us or pillars, or trained as 
bushes about two feet or more in height, are best purchased 
from a nursery in autumn, and kept in the greenhouse until 
about March, when they should be re-potted, or planted out 
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es the case may be, good sound peat being chosen, or two- 
thirds peit and one part loam, and a sufficient quantity of 
sharp sand to ensure the proper porosity of the soil. A 
Ainimum heat of at least 40deg. must be maintained to keep 
the plants in thorough order, and while plenty of ventilation 
is maintained when necessary, the ordinary temperature of the 
house will be sufficient. Water must of course be given as 
needed, and the syringe must be used occasionally both for the 
sake of cleanliness and to keep down red spider. Training must 
be afforded as required, and shoots that unduly take the lead 
over the general growth of the plants should be stopped. 

Propagated by cuttings of ripe wood of the current year’s 
growth, in sandy soil, with or without gentle bottom heat. 

For soi'ts select from J. Azoricnm, J. gracile, J. grandiflorum, 
and J. odoratum. 

We have also seen the hardy /. revolutum grown well in a 
cool house, but it should be treated as a hardy plant during 
the summer, when, with careful treatment, it will bloom freely 
early in the season. The flowers are highly flagrant, of a 
bright yellow colour, and the foliage is of a very rich green. 
Treated as a shrub it does far better than as a climber or 
wall plant, and as it blooms better and, earlier in the greenhouse 
than out of doors, it fully repays any trouble bestowed on it. 
For soil we use turfy loam one half, good peat, as used for 
azaleas, one part, and leaf soil, or rotten cow manure, and 
sharp sand in equal proportions, one part, potting rather firmly, 
and not allowing too much room at the roots. We rather prefer 
to have the plants slightly pot bound, and to assist them with 
liquid manure. 
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^ ^ ^ — Hardy hard- wooded shru^. 

flowers. Minimum tem- 
perature, 86deg. This useful class of 
American plant is well suited for the cool 
k house. The flowers are very pretty, much 

like some of the rhododendions, which the 

of peat and sand is neces- I 

treatment, see “ Rhodo- flU- 

dendrons.*’ Pio. si,— Kalmu Latipolu (Trus? of Flowers ) 

Propagated by cuttings 

or seeds, but as the plants are very cheap, and but few are 
needed, it is generally considered better to purchase than to 
be troubled with propagation. 

The sorts most suitable are K, glauca and K. latifolia (Fig. 81) 
both of which are veiy pretty, and repay the trouble that may 
be taken with them. 


Xalo>antli68. — Greenhouse soft-wooded plant. Grown for its 
flowers. Minimum temperature, 40deg. These plants, which 
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* are so m^ch esteemed for decorative purposes during the season, 
are of easy culture if ordinary care is used ; but it is a sign 
^f careless cultivation to see them 3ft. or 4ft. high, instead of 

18in., and the clusters of blos- 
soms consisting only of four or 
five, instead of several dozens. 
The scarlet variety is most effec- 
tive for decorative purposes j but 
if the blooms are cut and wired 
for table vork, the flesh-coloured 
or pink variety also is very showy. 
For the decoration of rooms they 
are at times useful, but as their 
habit is erect they are better 
suited for the conservatory, as 
they can be there worked in to 
greater advantage. The flowers 
are also sweet-scented, which is 
an additional advantage, and the 
general appearance of the plant 
can be gathered from the flower- 
ing branch shown in Fig. 82. 
The best way to grow them is 
as follows: In August or early 
in September, take cuttings about 
3in. long, choosing shoots which 
have not bloomed ; strip off a few 
of the bottom leaves and insert 
each cutting singly in a Sin. pot, 
using a compost of loam, leaf 
soil, and pounded brick or crocks 
„ ^ in about equal proportions. Place 

(Fiowentig Branch). ou a shelf in the green- 

house or in a warm pit, keeping 
them as near the glass as possible, and giving only enough 
water to prevent flagging. When well rooted, remove to a 
cool dry greenhouse for the winter, giving but little water, 
so that the plants shall be kept at rest tiU the spring. 
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Early in March re-pot into Sin. or lOin. pots, using a somewhat * 
heavier soil, and also plenty of drainage. After* potting, 
carefully introduce the plants into a growing temperature, and 
ipduce them to grow freely, but, at the same time, take care* 
that they are kept near the glass, or they will become long 
and spindly and of small value. As growth commences some 
of them will have several shoots, while others will have but 
one. In the former case remove all but seven or eight, and 
in the latter pinch off the top to induce the formation of young 
shoots, as it is these which will bear flowers. About the end of 
May plunge the plants in a bed of ashes outdoors, or stand them 
on a hard surface, as the plunging is not absolutely necessary ; 
but it is necessary to give them a hot and open (though shel- 
tered) spot from the time of re-potting until the fall, when they 
should be taken into a cool house before the weather becomes 
too cold. Here they can remain, until the flowers open, in a 
temperature of 45deg. to 50deg. Some may be got on earliei 
by giving more heat, while others may be retarded by keeping 
them a little cooler, so that a succession can be kept up. * If 
due attention is paid to watering, staking, &c., during the 
summer, fine plants, covered with large trusses of flower buds 
will be produced by autumn, and then the only question is to 
get the buds open at the time desired, and this is done by the 
routine already described. 

Propagated by cuttings as described above. 

The sorts we prefer are as follow; JST. coccinea superha and 
K. coccinea (Fig. 82), crimson ; K, versicolor ^ flesh or pink. K. 
splendens is also very good; but the first two are decidedly 
the best. 

Xennedya*. — Greenhouse climber. Grown for its flowers 
and foliage. Minimum temperature, 40deg. This is a family 
in which the old families of Zychia and Hardenhergia are incor- 
porated, or at least the three plants are now classed under the 
first name by most botanists and nurserymen, and we therefore 
comply with the rule. These plants afford considerable variety 
and for this reason are suited for general cultivation on a 
larger scale than is usual. The cultivation is comparatively 
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easy, provided tlie soil is so prepared as to remain in a healthy 
conditiofi, and plenty of di’ainage is afforded. Use either peat 
or peat and loam, with a sufficiency of sand, as previously 
* advised for other plants, potting pretty firmly. Water must 
not be given more than is required, 


neither must the soil be permitted to 
become dust dry at any time, or 
serious damage will be done. A warm 
greenhouse or conservatory — ^where 
they will produce their pea-shaped 
flowers in great abundance, which 
being prominent above the trifoliate 
foliage are very conspicuous — suits 
them best, but still, if the minimum 
temperature in winter is from 40deg. 
to 45deg., they do very well. The 
attacks of insects must be kept down, 
as advised for other plants, or the 
foHage will become unsightly. Be- 
sides being useful as climbing plants, 
they can be ti’ained on trellises or 
balloon-shaped wire frames, but nob 
less than 15in. frames should be used. 

Propagated by seeds sown on sandy 
soil in a warm greenhouse, or in a 
gentle bottom heat early in spring, 
and carefully grown on until the 
plants attain some size. 

For sorts, select from the following ; 
K. AustraliSf K. coccinea, K. Compton- 
iana, K. digitata, K. inophylla, K, i, 
variegata, K. lilacinaf K. monophylla, 
K. m, variegata^ K. ovata, K, 0. alba, 
K. 0. purpurea, K. 0, rosea, K. pan- 
nosa, K, ruhicunda, and S’, r. superba. 



Fiq. 85.— Keriiii jAPOirici 
(Ploworinie Spray). 


Kerrisi , — Hardy shrub, the stems of which are biennial, as 
with the raspberry. Grown for its flowers. Minimum temperature 
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36deg. This old-fashioned plant is very good for bringing into 
bloom early in the season, and there is rery little trWble in 
doing this. Suitable plants shonld be chosen as soon as the 
leaves fall, taken up carefully, so as to preserve all the roots, 
and potted up in pots of sufficient size to hold them comfortably. 
Good sandy soil should be used, and the pots should be well 
drained, but with the exception of these points no further special 
directions are necessary. The plants can either remain in a 
cold house, or they may be gradually introduced to a warm one, 
where the flowers will be freely produced. The blossoms, which 
are yellow — buttercup colour — are foimed somewhat like a 
double daisy, and contrast admirably with the white cerasus, 
but they require wiring to be of use as cut bloom. 

Propagated by division of the stools, in the same way as 
with the raspberries. As they are pei-fectly hardy, it is advisable 
to place out the forced pot plants each year, and take up fresh 
clumps which have been divided the year previously, and grown 
on in rich soil for the purpose of potting By following this 
plan the best results will be obtained. 

The only kind which is really worth cultivation in the green- 
house is Kerria japonica flore-pleno, the old double yellow, a 
flowering spray of which is shown in Fig. 83. 



ACHEITALIA. — Greenhouse bulbous soft- 
wooded plant. Grown for its flowers. 
Minimum temperature, 40deg. This is a 
class of greenhouse bulbous plants which, 
though of great individual beauty, is still 
much neglected. Indeed, at the time when they 
nlost require attention, as a rule, they have 
the least, probably owing to the fact that their 
blooming period is then over. The bulbs are com- 
paratively cheap, and are to be had at most nurseries. 

About October or November they should be put into 6in. 
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or Sin. pots, from seven to twelve bulbs in the 6in., ap.d from 
twelve to eighteen in the Sin. pots. By this plan good masses 
of foliage with a fair number of spikes of bell-shaped pendulous 
flowers are obtained, and a better effect produced than by 
growing in smaller numbers, the lax flag-like foliage forming 
a handsome mass from which the flower spikes issue. It is weU 
to mention that here a little discretion must be used, as in many 
cases the bulbs will be strong, and then a less number will be 
required ; and, again, weak bulbs will require to be much closer 
together, so that in reality they must be planted according to 
size. By far the best plan is to place the larger bulbs in the 
centre and the smaller ones around, as the growth is then more 
evenly balanced. In potting, about an inch of drainage should 
be put, then an inch of thoroughly decayed cow manure, and 
the pot filled up with a compost of yellow fibrous loam and 
enough sharp sand to keep up the necessary amount of porosity. 
As the bulbs are very small, it is preferable to fill the pots and 
then insert the bulbs, first putting in a pinch of silver sand for 
the bulbs to rest on. No water should be given until the plants 
are growing well, and then it must be given freely. To grow 
them well they should be stood on a bed of ashes in a cool 
frame, and kept somewhat near the glass, but especial care 
taken to exclude frost. It is also a good plan to exclude light 
from the bulbs until they are well started. When well ad- 
vanced they may be placed on the front shelf of a greenhouse 
until their beauty is over, then they should be taken back to the 
frame to complete their growth and ripen off the bulbs, as on 
this depends their value as decorative subjects. 

Propagated by the division of the bulbs, which increase 
naturally. 

The best three varieties are L, pendula, red, tipped with 
purple and green; X. quadricolor, and L, tricolor, scarlet, yellow, 
and green. For all cool houses these will be found gems 
amongst bulbs, bijt no forcing must be attempted. 

Lantana. — Greenhouse soft- wooded plant. Grown for its 
flowers. Minimum temperature, 38deg. These plants are useful 
for greenhouse decoration and bedding-out ; and whether grown 



222 Greenhouse Management for Amateurs. 


for one or other of these purposes, or for both, if grown weD 
they are sure to give satisfaction. For ordinary greenhouse 
culture they are well adapted, as they produce flowers for six or 
seven months in the year, with no more trouble than is necessary 
to grow a geranium. They strike very freely, are easily raised 
from seed, and winter well, doing very well in a house where the 
temperature does not fall below 38deg. Combined with these 
good points, the heliotrope-like flowers are conspicuous, showy, 
and borne at the ends of the shoots, where they arfe in full 
view, and, what is more important to the amateur horticul- 
turist, they are not subject to any insect pest to an appreciable 
degree. In many places they are used pegged down in place of 
verbenas, with this disadvantage, that crimson, scarlet, pure 
white, and self purple are absent, the shades generally having 
more or less orange in them. Nevertheless, the whole of the 
plants are well worth cultivating. 

The way we manage them is to strike cuttings in August or 
early in September, pot off into small pots, and winter in an 
ordinary greenhouse, re-potting in March into Sin. pots, and 
when the side shoots are large enough stopping them back, and 
striking the points in a gentle bottom heat, by this means 
having plenty of plants from a small space. If it is desired to 
have large plants for decorative purposes, those that were 
stopped back should be re-potted into Gin. pots, and carefully 
grown on, a pyramidal form of growth being chosen, in which 
they will exhibit their flowers to perfection. Plenty of water 
will be necessary while the plants are growing freely, but no 
liquid manure should be used until the pots are full of roots; 
then a solution of siJphate of ammonia may be applied most 
advantageously, as this manure is best suited for the production 
of flowers. The ordinary stock may be bedded out in the 
proper season, and will be very useful both for the display of 
bloom obtained, and for cutting, but great care must be taken 
in the latter case that no bruised foliage i» used, as it then 
emits a very unpleasant smell. 

For soil, we find a compost of one part leaf mould and two 
parts good maiden loam, and a fair amount of sand answer well, 
and we pot moderately firm, but not too hard, or the plants 
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•will not grow freely. We find Lantanas do best without 
manure. 

Propagated by cuttings as described above. 

The following sorts, which we have grown ourselves, are all 
good, and should be in aU collections; Ne plus ultra, centre 
of truss straw yellow, and shades off at the edges to rose pink 
tinted with lavender ; Lndea grandijiora, fine yellow ; La 
Manula, rose pink centre, yellow outside; Julius Caesar, bright 
bronze yellow; Marquis de St, Laporta, bronze self; Pavorita, 
bronze yellow, changing to dark brownish scarlet, and tinted, 
bright purple ; Dom Oalmet, pink, changing to peach and 
yellow; Mons. Felix Aliburt, purple pink suffused with gold; 
Distinction, orange scarlet; Imperatrice Eugenie, pale pink, clear 
yellow centre ; Yictoire, white, lemon eye ; Ninus, canary 
yellow; and Mons. Pougier Chauviere, yellow, bordered bright 
red, changing to scarlet. There are also other named sorts, of 
which we have not sufficient knowledge to justify recommenda- 
tion, but the preceding we know to be good. A packet of seed 
from good varieties raised in heat in January or February will 
bloom some time between July and October, and will afford many 
different marked flowers, some of which are sure to prove useful. 

Lapageria. — Greenhouse hard-wooded climber. Grown for 
its flowers and general appearance. Minimum temperature, 
36deg. This is a very fine climber or roof plant, where there is 
plenty of room for it to grow ; and as its long handsome bell- 
shaped and waxy-looking blooms are produced freely, it is of a 
very ornamental character. To be done well, however, it requires 
to be put out in a prepared border where plenty of room is afforded, 
although decent plants can be done in pots if care is taken. They 
are plants that dislike much sun, or a dry arid atmosphere, there- 
fore the best plan is to grow them in a moist shady house, or on 
a wall that is somewhat shaded, and as a rule the north wall of a 
house suits them well, that is, if the long straggling shoots are 
allowed to ramble at pleasure, but if it is trained out in a stiff 
formal manner, it does not display its pendulous bell-shaped 
blooms to any great advantage. We think the best plant — or 
rather the best half-dozen plants — ^we ever saw were grown in 
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an old vinery, where the roof was glazed with glass six inches 
square only, and the laps were filled up with dirt. ' In fact, 
it was essentially a “dark’’ house, which few cultivators would 
care to possess. But for all that, the plants produced on 
an average about 2000 blossoms each year, and they were 
much admired by visitors, who prized a few cut blooms very 
highly, as they retain their beauty for nearly a month, if 
the water in which they are kept is changed from time 
to time. To obtain the full amount of flowers, Lapagerias 
should ramble at their own sweet will and pleasure, the only 
training given consisting of the leading of the shoots in the 
direction it is desired they shall go. It is nearly hardy in the 
southern and midland counties, and at Messrs. Pince’s nursery, in 
Devonshire, it flourishes against a wall and blooms profusely. The 
method of cultivation in pots is much the same as in borders, 
except that the plant is more unmanageable, and therefore, where 
it is possible, we should advise the use of a border. The same 
treatment applies to pots as to borders. In all cases plenty 
of root room must be afforded, and if the plants are tried 
in pots, large ones must be used. In the event of cultiva- 
tion in the border, the stations should be prepared as follows : 
In the first place, excavate the soil to the depth of three 
feet, and about four feet square, or a space of about the same 
capacity, the depth in all cases being the same. A good exit 
for superfluous water must be afforded, either by a drain or by 
a layer of rubbish, but preferably by a drain. At the bottom 
of the site put a layer, from six to twelve inches thick, of broken 
porous bricks ; on this place turves of fibrous peat, not broken, 
and fill the interstices with very coarse sand or broken pot- 
sherds that will pass through a quarter-inch meshed sieve. Fill 
in the hole with lumps of peat and loam, adding small quantities 
of sharp sand as the work proceeds, so that a sufficient porosity 
of the soil be kept throughout. The soil must be lightly trodden, 
and then the place is ready for the reception of the plant. 
A good strong free-grown one is necessary to start with, and 
this should be carefully planted vdthout disturbing the roots. 
This done, give a good watering to settle thd soil around the 
roots, and as soon as the plant begins to grow freely, supply 
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water in^eater abundance. The best time to plant is when the 
shoots commence growth, as they then take to their new quarters 
more readily. The chief insects which attack Lapagerias are 
Ihrips and a small white scale, both of which can be kept down 
by applying Fowler’s Insecticide at a strength of about 6oz. to 
the gallon of clear water. Care must be taken not to break the 
leaves, which are very brittle at the axils, as faded or dead 
leaves do not enhance the beauty of any plant. 

Propagated by layers of ripened wood of the present year’s 
growth pegged down for about twelve months before removal 
from the parent plant. 

The sorts are L, alba, L. rosea, and L. rosea splendens . , The 
white one is, however, rather expensive, the cost being from 
£3 3s. to £5 5s. each for moderate- sized plants, whilst large 
specimens fetch higher sums. 

Lasdandra. — Greenhouse hard- wooded shrub. Grown for its 
flowers. Minimum temperature, 45deg. These plants are well 
worth cultivating in places where it is desired to have a nice 
selection; and although — like all others of the better sort — 
they are rather more troublesome to grow than such as 
geraniums, they fully repay the (fare bestowed on them. 
They bloom in autumn and winter, and are, consequently, 
of much value, as at those seasons blooming plants are naturally 
scarce. The general appearance is like that of Pleroma elegans, 
but bearing large saucer-shaped flowers of a bltiish purple ; and 
although they do not last long, the flowers open successionally, 
and being from two to four inches in diameter, make a fine 
display. In autumn select plants in 4in. or 6in. pots, and, after 
wintering them, re-pot into 8m. pots in February. Choose 
such as have been stopped at the third or fourth eye above 
the collar, and have four or five shoots, otherwise there will be 
some difficulty in furnishing the bottoms. For soil, take either 
loam or peat — the former preferably ; use a sufficiency of sharp 
sand to keep the soil open, as this plant requires much water 
whilst in a growing state, and also provide good drainage to 
prevent sourness. Keep in a light position with a temperature 
of 45deg. to 48deg. at night, and a little higher during the day, 

Q 
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As tlie sun gains power give air in the fore part of the day, 
and throughout the spring allow plenty of light. Tt'hen the 
sun becomes very powerful apply a little shade, and about the 
end of June shift the plants into pots a couple of inches larger. 
Before they are re-potted — say six weeks previously — ^it is a good 
plan to stop the shoots, so as to maintain as bushy a habit as 
possible, or it is probable that some of them will have to be cut 
back, which means a loss of size in the plants. During the whole 
of the growing season sjrringe the foliage in the afternoon, and 
maintain a comparatively moist atmosphere, so that the growth 
may be good; and it, is also necessary to tie out the shoots to 
maintein an equal balance to the plants. If everything goes on 
well, about the end of July nip out the points of the strongest 
shoots, and in September gradually remove the shading, at the 
same time keeping a drier atmosphere, to ripen off the wood. 
Cease syringing, and give plenty of air, and by the end of the 
year they will commence blooming, at which season they 
should have a temperature of from 48deg. to 50deg. About 
the end of the succeeding February cut back moderately, give 
a shift into 12in. pots, and apply a similar treatment to that 
recommended above, with the exception of the second potting. 
Red spider sometimes attack Lasiandras, but these can be kept 
in check by plentiful applications of clean water with the 
syringe during the summer. Brown and white scale also 
attack them ; for the former of which use “ Fowler’s Insecticide,” 
about 6oz. to the gallon, and for the latter “Abyssinian Mix- 
ture,” 7oz. to the gallon, well brushed into the bark two or three 
times while the plants are dormant. 

Propagated from cuttings struck on a gentle bottom heat 
or in a warm greenhouse. 

L. moLcraniha is, in our opinion, only suited for trellises or 
walls, and for this purpose should be planted out into the 
borders, or In large tubs or boxes, with much the same treat- 
ment as that just described. It should be grown the first 
year in pots, and then turned out into the borders. L. mor 
crantha is not so suitable for pot culture as L. macraniha 
florihunda, which, with proper care, produces its blooms for some 
weeks. 
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Xaunuitinxis. — See Vihurnum tinus. 

• Lencojum. — Hardy bulbous soft- 
wooded plant. Grown for its flowers. 
Minimum temperature (in pots), 36deg. 
Tbese are early blooming bulbous plants, 
of easy culture in the cold greenhouse^ 
and are somewhat similar in appear- 
ance to the snowdrop, but they are much 
taller, and, as shown in Pig. 84, the form 
of the blooms is more globular. The cul- 
ture is the same as for Anthericum, with 
a free sandy loam for soil and plenty of 
drainage. 

The plants are not well suited to other 
than the cold house, and, therefore, forcing 
should not be attempted. 

Propagated by the division of the bulbs, 
which increase naturally. 

The sorts we have grown are L. cesti- 
vunif L. pulchellum, and L. vernum (see 
Fig. 84), all of which are white. 



Fio. 84 .— Leucojum 

VBaNVM. 


Lencophyta. — Half-hardy soft-wooded plant. Grown for 
its silvery foliage. Minimum temperature, 40deg. This is 
useful alike for greenhouse decoration and for bedding-out 
purposes, and, from its colour, is a very desirable acquisition to 
the stock of plants grown. It is of a peculiar silvery white; 
the growth is quick and slender, presenting the appearance 
of some marine plant rather than one belonging to the land; 
and it is not at all easy to describe. The stems appear to 
branch and ramify at will, apparently bearing no foliage ; but 
if closely examined they will be found to be thickly set with 
long narrow leaves.. It is not very difficult to propagate, 
cuttings taken in August striking freely. We grow it in the 
same manner as the Lantana, using the same soil, and we 
find that it does well with such treatment. The only variety 
with which we are acquainted is L, Brownii. 

q2 
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Propagated by means of abort-wooded cuttings ttruck in 
the greenhouse or close frame in August. 

k 

Lilinm. — Hardy bulbous soft-wooded plant. Grown for 
its flowers. Minimum temperature (in pots), 38deg. The only 
one of the Lilies proper that we consider worth cultivating 
under glass is i. auratum, or the Golden-Rayed Lily of Japan 
(Fig. 85), as it is sometimes called. In a spacious house one 
or two large clumps look well and diffuse a fine perfume, but 
too many must not be used, or the scent will be too powerful 
and cause a feeling of nausea each time the house is entered. 
The way we cultivate these plants is as follows : As soon as 
we can procure the roots or bulbs we put them into pots of 
sufficient size for the purpose required, generally 12in. or 14in. 
In these we put about two inches of crocks, and on this, again, 
about the same quantity of compost. We then place the bulb 
or bulbs on this soil, allowing at the rate of one blooming 
crown to each two inches in diameter of the pot, whether the 
crowns are in one or several roots or bulbs. On the bulbs 
we lay about two inches of soil, pressed down moderately firm. 
The pots are then placed in a cold frame with a bottom of 
coal ashes, and no water is given until the plants begin to 
throw up the flower spikes, when a good soaking is administered. 
When the spikes are about six inches high, another two inches 
of rough soil is applied; and when the roots appear above 
this the pots are filled up, as, by this method, we find that 
much finer blooms are produced. As the stems increase in 
height, liquid manure is given occasionally with advan- 
tage, and they are neatly trained out with stakes just 
strong enough to bear the weight of the head of bloom. 
During the whole of the time the plants are growing they 
are kept as close to the glass as possible, and given the 
largest amount of air that can be consistently allowed. In 
fact, it is far better to grow tie plants in the frame until 
the end of May, and then only cover in case of frost. As 
soon as the foliage dies off we re-pot the roots and treat them 
as before described. And here let us draw attention to the 
fact that there are no roots to beat those grown at home. 
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• although they may be more expensive; for home-grown bulbs 
always retain the thick, fleshy roots at the base, which are 
absent in imported samples; and this makes a vast diflerence 
fn the beauty of the flowers. For compost there is nothing 
better than pure fibrous maiden loam, to which is added enough 
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sand to maintain a porosity admitting the free passage of 
water. The soil should be roughly chopped up, so as to pass 
through a two-inch meshed sieve. 

Propagated by the natural division of the roots. 

There are two sorts we use, viz., h. auraium^ the Golden- 
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rayed, and L. ruhrum vittatum, tlie Red-rayed Lily. There are* 
seyeral different forms in both these, and therefore if due comes 
across a taking flower it is as well to secure the root, but if 
imported roots are purchased various forms of flowers will bfe 
obtained. Several of the other Lilies can, however, be tried in 
a cold house, L. speeioswn, L. Hvmboldtii, and L, Leitchlinii, 
and some others being suitable for the trial; but, as a rule, 
unless the house is large, but little success will be obtained. 


Lily of the Valley. — Hardy, herbaceous, soft-wooded plant. 
Grown for it& flowers. Minimum temperature (in pots), 

36deg. The Lily of the 
Valley, or Convallaria ma- 
jalia (Fig. 86), is in much 
demand during the early 
part of the season, but it 
is rarely to be found grown 
in a proper manner in the 
hands of the amateur. It 
must be remembered that 
the plants will not bear 
forcing, as the term is 
generally employed, but a 
little coaxing must be re- 
sorted to if they are re- 
quired early. A compost 
of leaf soil and mellow loam 
in equal proportions, to 
which has been added a 
sufficient quantity of sharp 
sand to render the whole 
sufficiently permeable to the 
water that is applied* suits 
the plants very well for the 
time they are in the pots, 
for, after they have ceased 
blooming, they must be 
Whether prepared clumps or 



Flfl. 86.— blLT Of TO* Vallit 
(L arge Berlin yaxiety). 

turned into the open ground. 
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single crowns are used, it matters but little in the results 
obtained^if the treatment is of a rational character, and, indeed, 
many persons are of opinion that the single crowns, if carefully 
selected, are the best. Suffice it to say that we have found but 
little difference in the two methods of preparing the roots. As 
soon as the roots can be obtained, they should be potted into 
four or six-inch pots, according to the display required and the 
size of the roots. The crowns should be just covered with soil 
to the depth that they are covered when growing naturally, and 
after potting the plants may be stood in a dark and moderately 
warm place till the shoots get about three inches long, when 
they should be gradually introduced to the light to get the 
colour into the foliage and to open the blooms of a good size 
and colour. The plants may also be potted up and placed under 
the stage in the greenhouse, and when started removed to the 
light, to grow and bloom. In the cold house but little trouble 
is necessary, as they will only bloom about a week or so before 
their natural season. A temperature of about 45deg. is quite 
high enough if a good head of flowers is desired, but an addi- 
tional five degrees may be allowed as the foliage becomes fully 
expanded, as the fiowers will open more freely in a temperature 
of about 50deg. Water must be given as required; but it must 
be remembered that while plenty of water is necessary at some 
stages of the growth of the plants, if too much is given the soil 
will become water-logged and totally unfit for the growth of 
these subjects, and as a natural consequence they will fail, and 
probably rot off. After blooming, the plants should be turned 
into a border of maiden loam and leaf soil in about equal 
parts, and plenty of water should be given through the hot dry 
weather. Fresh lots of crowns must be potted each year if a 
good show of bloom is required, as the plants rarely bloom the 
second season in pots. 

Propagated by division of the crowns. 

The varieties used are — ConvaUaria majalis, single white, the 
best for ordinary work; C. m. /ore pZeno, double white ; 0. w. 
rosea, rose ; 0. m. foliis marginatis, and C. m, foliis striatis, both 
hrving variegated foliage, and bearing white fiowers. 

In Fig. 87 we show a one-year-old crown, which produces 
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leaves only ; in Fig. 88 a two-year-old crown, whicli is a doubtful ’ 



Fia. 87 .— One-teae-old Ceown. Fig. 88,— Two-teae-old Ceown. 



Fig. 89.— Theeb-ieae-old .Ceowe, 


bloom-producer ; and in Fig. 89 a tbree-year-old crown, wbicb is 
sure to produce bloom under proper treatment. 
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Lobelia. — Half-hardy perennial soft-wooded plant. Grown 
for its ftowers. Minimum temperature, 35deg. This class, 
which is rather large, is generally represented in most gardens 
the ordinary blue L, speciosa, and its varieties, and it is 
chiefly used as an edging plant. Sometimes the hardy L, car- 
diTialis (Fig. 90) is employed in the herbaceous borders, but 



Fia. 90 .— Lobelia Cabdiealis. 

this is not so often used now as it ought to be. Of these 
latter, however, we are not now treating; but rather of the 
sorts which have to be grown under glass for at least some 
part of the year. 

Nearly everyone is acquainted with some of the varieties of 
L. speciosay and to these dwarf bedding plants we will first 
direct attention. There are two ways of propagation which 
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are in general use, and the first of these is raising from seedst 
Before attempting to raise a good stock of reliable plants 
from seeds, care should be taken to hare new seed, and that, 
too, sayed from a good strain of plants, otherwise disa|)- 
pointment is sure to ensue. Premising the seed is as it should 
be, the next point is to prepare some pots of rich soil on which 
to sow it ; at least two inches of drainage should be allowed to 
a 4in. pot, and the soil should not come to within half-an- 
inch of the top. These should now be stood in a tub of water, 
but this must not be allowed to overflow into the top of 
the pots, and when the soil is well soaked they should be 
placed aside for an hour to drain. A small portion of clean 
seed should then be taken on the point of a penknife, and, by 
a dexterous puff with the breath, distributed over the surface of 
the soil. No soil should be put on the seeds, bub each pot 
should be covered with a sheet of glass, the pots having been 
first placed in a brisk bottom heat, or in a greenhouse where a 
temperature of 60deg. to 65deg. is maintained. When the 
plants are sufficiently large to handle they should be trans- 
planted at about an inch apart in other pots, and when large 
enough they should be re-potted into thumbs for use, and 
gradually hardened off as the season advances. The second plan 
is to cut down old plants in August, and, when they have broken 
freely, pot them up and place in a cold frame until the weather 
becomes too damp, and then take them into the greenhouse for 
the winter. In February the tops may be taken off and struck 
in heat, and if a warm temperature be given to the old plants 
they will produce a large number of cuttings, which may in 
their turn be struck, and a large stock of plants be made. The 
cuttings, when struck, should be treated the same as seedlings. 

Double Lobelias should be struck in gentle heat in January, 
or in a shaded position in August, and wintered in a cool house. 
In February they should be re-potted into Sin. pots, and as the 
pots become full of roots (not pot-bound) shifted again into 4iin. 
or 6in. pots, as the size of the plants require. By keeping them 
near the glass in a well-ventilated house until April, and then 
transferring to a cold frame, all the time paying attention to 
the wants of the plants as regards watering, &o., giving plenty 
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)f air, but avoiding beavy rains, good pots of bloom will be bad. 
It is, b(fwever, practically useless to plant these Lobelias out 
unless for tbe supply of cuttings, as they only make a good 
display for a abort time, and then they are done for tbe season. 
A good soil for them is maiden loam three parts, rotten manure 
one part, and sufficient sharp sand to maintain tbe proper 
porosity of tbe soil. 

There is a fine Lobelia very suitable for tbe decoration of tbe 
greenhouse — L. suhnuda — a species with foliage much re- 
sembling some of tbe Anoectoebili. It is one which, although 
not of very large size, is still extremely useful as a choice 
decorative plant, especially if small gems are desired for any 
special purpose. It is a native of Mexico, and, therefore, does 
best in the greenhouse. The plants form tufts about four 
inches, or a trifle more, in diameter, and the leaves are ovate, 
about an inch long. They are serrated at the margins, of a 
brownish-purple colour, the midrib and veins being bright 
green, thus forming a very elegant contrast. The under 
surface of the leaves is deep purple, while the flowers — which 
are produced freely on stems about six inches high — are of a 
very pale blue, but do not add much to the beauty of the plant. 
It is, therefore, a good plan to remove them as soon as they 
appear, unless seed is required, and then a spike or two may be 
left, as the plant seeds freely. The way we grow this plant is to 
sow seeds in April in a broad pan of sandy loam, distributing 
them thinly and evenly, and, when the plants are large 
enough, pricking each one into the centre of a 4in. pot. They 
are then carefully brought on in a warm position near the 
glass, but shaded from sun. With care in watering they soon 
get a good size and commence to bloom. If preferred, the 
seedlings may be placed in small pots at first, and then re- 
potted, and perhaps they will do better thus than as we do 
them. For soil we use fibrous, sandy loam, enriched with a 
little thoroughly- decayed manure, to which some sand has been 
added to ensure the proper amount of porosity. L. subnuda is 
also sold as L, picta, but the former is the correct name. 
Propagated by seeds or cuttings as described above. 

For sorts of single varieties selection should be made from 
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the following: Z. speciosa (true), L. pumila grandiflora, L. 
pumila magnifica, L. speciosa compactat Brilliant, Heliderson’s 
Lustrous, Celestial Blue, Blue Boy, and Carter’s Cobalt Blue, 
all various shades of blue. There are white varieties, but, witH 
the exception of White Perfection and Duchess of Edinburgh 
for pot work, we do not recommend them. Of doubles, we think 
that L. pumila Jl. pi, is the best, as culture more than variety 
causes size and doubleness in the blooms. 

Lncnlia. — Greenhouse hard-wooded shrub. Grown for its 
flowers. Minimum temperature, 40deg. This is one of the old- 
fashioned sweet-scented plants that is now much out of cultiva- 
tion, not because it is inferior to the new plants, or because it is 
not worth growing, but simply because it is somewhat out of 
fashion. As it is rather difficult of propagation, the best plan is 
to purchase fair-sized plants in autumn or early spring, and grow 
them on. We prefer to have the plants in 6in. or 8in. pots to 
start with, unless there is a regular gardener to attend to them, 
when, of course, the case is different. We have found that a 
somewhat similar treatment to that described for the Hovea 
answers well, with a compost of fibrous loam, peat, and silver 
sand. Good drainage must be afforded, as stagnant water is 
sure to stop growth. Shading from bright sun in summer and 
maintaining a moderately warm temperature duiing winter will 
cause the production of the magnificent cymes of pink hydran- 
gea-like tubular flowers, which are often a foot across, in its 
season. The best place for Luculias is in the beds or borders 
of a conservatory where they have plenty of room to grow. 
With care they will make magnificent plants in the course of 
years. Insects are rather partial to the foliage, therefore it is 
necessary to keep a good look out for them, and destroy them 
as soon as seen, but, let the drawbacks of this sort be what 
they may, the plant is well worth cultivating. 
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ESEMBBTAlTTHEKtrM. — Half-liardy 
succulent plant, grown for its foliage. 
Minimum temperature, 36deg. These sucr 
culent plants are very useful in many 
places, both for bedding out and other 
purposes, and some of them do not look bad in 
pots, but it is impossible to describe them in our 
limited space. We grow all of them in the same 
manner, and with great success, there being only one way of 
doing them well. The great secret of success we consider to 
consist in exposure to the full sun at all times, and not potting 
in too rich a soil, a compost of lime, rubbish, yellow loam, sand 
and cow manure, in equal proportions, suiting them well. The 
way we grow them is as follows : In March we either sow seeds 
in a little bottom heat, or strike cuttings in a position fully 
exposed to the sun, and when these are of a sufScient size we 
prick off into small pots, from which we shift them into 4in. 
pots when large enough, or transfer to the open ground if 
intended for bedding purposes. The whole of the time the 
plants remain in the most exposed part of the house, and are 
not over- watered, and in due season they make fine specimens. 
It is not, of course, intended that they shall perish for want 
of water, but what we would imply is that water is only given 
when really required, a saturated soil not being desirable for 
their well-being. Mesembryanthemums are best struck the- 
same as cacti, i.e., the cuttings inserted in dry sand and exposed 
to the sun till rOoted, which operation takes place in a few 
days. When rooted some moisture may be applied, and, when 
potted off, the general routine may be followed. 

Propagated by seeds or cuttings, as described above. 

The following sorts are veiy interesting, either for pot culture^ 
or for planting out on rockwork during the summer months : Jf. 


conspicuumt mauve pink blooms ; Jkf. luyinum, yellow blooms ; 
M. tigrinunUt curious foliage; M. echinatunit curious foHage* 
(Fig. 91) ; and M. cordifolium variegatum, creamy variegatien,. 
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it)se*coloured blooms. As in these plants form varies so much, 
and as tbi cbief beauty lies in tbe grotesque character of tbe 
foliage, it is impossible to describe tbe best, for wbat one 
person would admire others would be indifferent to ; therefore 
we advise our readers to see a collection before purchasing 
largely. There are over fifty varieties grown by Mr. Ware, of 
Tottenham, and he does not, we believe, cultivate the whole of 
those grown. 

MigptLonette. — ^Half-hardy soft- wooded annual. Grown for 
its infiorescence. Minimum temperature, 45deg. This odorous 
plant, which is, as a rule, grown as an annual, blooms throughout 
the winter months if treated as a perennial. There are several 
modes of growing the plants for this purpose, but we shall give 
our own system. 

In the first place, never attempt to transplant mignonette, 
or failure is almost sure to result, as it is an extremely 
difficult matter to successfully transplant things of this sort, 
which, as a rule, make but few fibrous roots. The best plan 
is to select the blackest seeds from a packet, and to sow two 
of these (a slight distance apart) in small 60-sized pots, and when 
up strongly to remove the weaker plant, and allow the other 
to remain. The time to sow is March, or early in April, and 
a little bottom heat should be used to start the plants. As 
soon as the pots become filled with roots, but not pot-bound, 
shift into Sin. pots, and continue shifting as necessary, until 
the second week in September, when the final shift should be 
given. During the hot weather the plants should stand on a 
bed of coal ashes, in a north-east aspect, and should be kept 
supplied with water, on no account being allowed to become 
dry, or the foliage will get rusty, and the wood hard, and all 
labour lost. After the last potting has been given in September, 
the plants should be removed to a light airy greenhouse, and 
should be placed near the glass, but care taken not to neglect 
watering, or the destruction of green fly. The flower buds 
must also be pinched out for the last time, and after this 
all blooms may be allowed to open. A temperature of about 
45deg. to 50deg. will cause the plants to bloom well and freely. 
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To this end it is also advantageous to give occasional waterings 
with sulphate of ammonia, as this induces bloom. 

For soil use two-thirds turfy loam, one part leaf soil, and 
one part road grit, with just enough sand to maintain the 
necessary porosity. Plenty of drainage must be afforded, and 
the plant must be neatly staked. 

Another plan is to sow seeds in July or August, keeping 
the plants in a cool north aspect, and by having about three 
or four in a 6in. pot, and giving liberal treatment, they can be 
had in bloom from November till after Christmas, or even later, 
but, of course, much depends on the season. 

Propagated by seeds as described above. 

Amongst the many sorts, we have found the following good 
in practice: Crimson Giant, Parson’s New White, Parson’s 
Hybrid Giant, New Dwarf Compact, and Pyramidal Bouquet, 
all of which are distinct, good, and have some speciality in 
growth or colour, which, although scarcely worth describing 
at length, is still of enough note to render the plants sufficiently 
distinct while growing. As a rule we should advise the use 
of the whole of the sorts enumerated, and then a good show 
could be maintained. 

Mimulus. — Hardy soft-wooded perennial plant. Grown for 
its flowers. Minimum temperature (in pots), 36 deg. These 
are nearly hardy, very ornamental plants, from a foot to two 
feet in height, and bearing large, somewhat flaccid, flowers of an 
open tubular form, and of varied colour, and are also of very 
easy culture. The best amongst them are Clapham’s and 
Henderson’s strains, which, though unnamed, are of very great 
excellence, and we always grow them in preference to named 
varieties, on account of obtaining a finer show from them. 
We sow twice in the year, in October and April, using a little 
bottom heat to get the plants up. When large enough to 
handle, we transplant into din. pots, about twelve in a pot, 
and those sown in October remain thus until February, while 
those sown in March remain only xmtil of sufficient strength 
to be transferred to single pots. If desired they can be 
transferred to thumb pots at once, and remain in these until 
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the roots kiss tlie sides of the pots, when they should be trans- 
ferred to 6in. pots, and if large plants be required, from these 
they should be again transferred to Sin. pots, where, if proper 
^are has been taken, they will make plants from ISin. to 2ft. 
high. As with musk, howerer, it is necessary to give them a 
position facing the north during the hot weather, and a large 
amount of water — ^in fact, they 
require very liberal treatment. 

For soil we use leaf mould 
one part, cow manui’e one part, 
good maiden loam two parts, 
and sand one part, and we put 
at least a couple of inches of 
crocks in the bottom of each 
pot. As the pots get filled 
with roots we stand them in 
saucers of water, and apply 
liquid manure once or tydce a 
week. 

Propagated from seeds, or 
by division of the stolon-like 
roots in spring. 

The strains of Mimulus we 
mentioned above vary in hue 
from white, yellow, brown, 
maroon, &c., to almost black, 
and the flowers are beautifully 
spotted with tints very dif- 
ferent from the ground colour, 

thus maJdng yer 7 sinking sa-JliMroo. VAftlKOATUa. 

contrasts. The plants are 

bushy, and are from a foot to two feet in height ; the appearance 
may be gathered from the engraving (Fig. 92), which shows 
only one flowering branch. 

As, however, some of our readers might fancy a few named 
sorts, we give the names of half-a-dozen which we have gi’own 
ourselves ; Attraction, large scarlet, yellow throat, spotted with 
crimson; Constellation, canary yellow, deep crimson spots and 

B 
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blotolies ; Gbliab, clear yellow, riobly spotted with crimson, ^ 
very fine; Illustration, yellow ground, crimson lobes, v^ry large 
and fine; Begulator, cream ground and margin, ruby crimson 
blotches, very fine; Regulus, deep crimson, canary spots and^ 


band; and Jf. alhua-eUganiisaiimLS, creamy 
white ground, crimson blotched lobes, and 
plum-coloured margins. These are all 
most excellent in form and markings, 
and offer an inexhaustible store for the 
supply of seeds, but a packet of either 
Henderson’s or Olapham’s strain would 
be found to give quite as good results. 

Mwoari. — ^Hardy bulbous soft- wooded 
plants. Grown for their fiowers. Mini- 
mum temperature (in pots), 36deg. The 
Grape Hyacinths are pretty bulbous 
plants, of dwarf growth, in habit some- 
what like the scilla, blooming rather 
early in the season, and in the cold house 
making a nice show, but at times being 
a month earlier than their fellows out 
of doors. The colours range from white 
to purple, and are of very pleasing tints. 
The culture is rather simple, as they will 
do well if treated in the same manner as 
galanthus. The plants must not, how- 
ever, be kept too wet, as they are liable 
to decay, and it is also necessary that 
plenty of di*ainage be afforded for the 
same reason. A rich sandy soil, or a com- 
post of sandy loam and a little thoroughly 
decayed leaf soil to which some sharp 
sand has been added, suits the plants 
well, and as they are not so good in pots 
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the second year, the chief point is to obtain the best possible 
effect the first season. After blooming it is a good plan to plant 
the roots in a prepared border of rich sandy soil, and let them 
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have a season’s rest, and then they can be taken np and potted 
again, when a large increase will also be obtained. The bnlbs 
are, however, cheap, and unless there is plenty of room ont- 
’ doors, it is not worth while to save the bulbs for potting 
again. 

Propagated by division of the bnlbs, which increase naturally. 

The varieties are — hotryoides, blue; M. h. albums white; 
M, h, cammm, flesh; M. b. pallidum^ white; M. comosum, 
purple (Fig. 93); M. 0 . atro-cceruleum, dark blue; M. c, monstrosum, 
blue; M. moschaftim, blue and yellow; M. pulchellum, bine ; M, 
racemosum and M, r, major, blue. 

Mnsk. — Hardy soft-wooded perennial plant. Grown for its 
flowers and scented foliage. Minimum temperature (in pots), 
35deg. Musk, or, more properly speaking, MimukiB moachatus, 
is a good old-fashioned plant, welcome alike in both mansion 
and cottage. Of course, all our readers are acquainted with the 
plant, therefore it needs no description; but the method of culti- 
vation is quite another matter. To have a fine pot of Musk is 
generally everyone’s ambition, and if the simple rules we give 
are followed, fair success, if not perfection itself, will be 
attained." In the cultivation of Musk, that is, if fine growth 
is desired, a somewhat shaded position should be chosen, and 
it is also desirable that no fierce sun rays should drop 
across the plants at any time, or the foliage will have a rusty, 
faded appearance. It is therefore better to grow them in 
a place having a north aspect during the summer, and as the 
sun loses power to bring them to the warmer side of the house. 
The way we manage the plants is as follows: In January some 
roots are introduced into a warm position in the greenhouse, 
and as soon as they break freely the young plants are potted off, 
about five in a 6in. pot, with rich, fairly open compost ; plenty 
of drainage is also afforded, as they require an almost 
unlimited supply of water during the growing season. The 
young plants are then stood in a warm, somewhat moist 
positioh, and at once commence growth. As soon as they are 
about 2in. high they are stopped back, and this causes them to 
branch freely. Sticks are inserted round the sides of the pot at 

B 2 
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an early stage of the plants’ gi'owth, and they are thus 
kept in a good form for a long time. About the first week 
in March, June, and August we also put in cuttings, and 
treat as before described, and thus have Musk in good order * 
all the year round, which is not possible unless this practice is 
adhered to. 

Propagated by seeds, cuttings, and division of the roots, as 
described above. 

We are acquainted with only one species of Musk, Jlf. wos- 
chatu8. There are also varieties called the Giant Musk {M, m. 
gigantea) and Harrison’s Giant Musk (Jf. m. Harrisonii), but 
these, we suspect, are only improved forms of the common 
species, and do not differ from the type, except in size. 

Myoflotis. — Hardy perennial soft- wooded plant. Grown for its 
flowers. Minimum temperature (in pots), 86deg. The Myosotis, 
or Porget-me-not, is a plant of which many persons are very fond, 
and certainly the flowers, and, in fact, the whole plant, are very 
pretty. It has only one fault, and that is the inducement it 
offers to the aphides, which prefer the sub-aquatic to any other 
plant, with the exception of the herbaceous calceolaria. M. 
dUsitifiora is the best kind for general cultivation, as* it does 
not need such vast supplies of water as does the sub-aquatic 
section, and, moreover, the colour is more pleasing. The habit 
of the plant is also more compact and suited to the use of pots 
for its culture. Frames should be prepared with a moderately 
rich sandy soil in September, into which plants raised from 
seeds sown in August should be pricked out about six inches 
apart. Treated in the same manner as other hardy plants in 
frames, they will remain until March, when they can be care- 
fully taken up with a good ball of earth adhering to the roots, 
and potted into 4in. pots. They should be cai’efuUy but 
thoroughly watered, and returned to the frames for about 
a month, or until such time as the flower stems are thrown 
up, and then they should be transferred to the cold house, 
where, with ordinary attention, they will bloom for a consider- 
able time. 

Propagated by cuttings or by seeds, as described above. 
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Myrsipliylliixii. — Greeiihotise climber. Grown for its elegant 
foliages Minimum temperature, 40deg. This elegant small- 
leaved climber is one of the plants which no amateur should 
be without, especially if he has any taste in vase or other 
table decorations. In the greenhouse it is also of great 
value, its extreme neatness rendering it useful for various 
purposes where larger and more 'striking plants are quite 
out of place. The Myrsiphyllum is very extensively used 
in Amenca, where its beauties are far more appreciated 
than they are here; and a friend, writing from Boston, 
U.S.A., says that large houses are there devoted to this 
plant alone, and that immense quantities of the cut plants 
(we know no other term) are sent to Philadelphia and 
New Tork. The way they grow it in America is as 
follows: From July to September the roots are planted 
(indoors) in prepared beds of light rich soil from 1ft. to 
18in. deep, and with a good amount of drainage below. One 
or two good waterings are given, and the plants are soon 
started, and grow rapidly away, so that in three months 
they are ready for cutting, that is, if they have been properly 
hardened off during the latter part of their growth. Each vine 
is trained up a single string, and .when the time anives it is 
cut, and the string being severed at top and bottom is slipped 
out, leaving the vine perfect. After this fii'st cutting, more 
heat is applied, and treatment being given as before, in about 
three or four months the crop is again ready. During June 
and July rest is induced by nearly withholding water and by 
maintaining a cooler atmosphere; and then it can be started 
early in August, to finish off by Christmas, Dui'ing the whole 
period of growth plenty of water must be given, and clear liquid 
manure must also be applied about twice a week ; the plants 
being gross root feeders, this is absolutely necessaiy. 

We have grown Myrsiphyllum asparagotdes in pots, and by 
the method recommended by a friend who has travelled in the 
States. Our plan is the same as that given above, so far as 
soil and time of planting are concerned; but, as the plants 
are in pots, variations have to be made. In the first place, 
we plant from four to six roots in a large pot, and treat as 
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before described, but apply liquid manure when the plants, are 
in full growth at least three times a week. The gnowth is 
gradually hardened off when it has attained the height of from 
four to six feet, and consequently it is then ready for use for 
decoratiye purposes. The chief rules for the culture of this 
plant are warmth, liberal treatment, plenty of water, early and 
continuous training, and hai’dening off before cutting the vines 
for decorative purposes. 

Propagated by seeds, cuttings, and division of the roots. 

The sorts we grow are as follow : M, asparagoides, M. longi- 
folitm, M, variegatum, and Jf. graoillimum, all of them being 
very useful for baskets, &o., but, with the exception of M. 
asparagoides, of little use for cutting. 

Myrtle. — Half-hardy hard-wooded shrub. Grown for its 
flowers and scented foliage. Minimum temperature, 35deg. 
In nearly all cases these are to be found in the greenhouses of 

amateurs, whether large or small, 
and it is too often the case that 
while the plants produce foliage 
they are quite devoid of bloom. 
This is much to be regretted, as a 
well-bloomed myrtle is a very pretty 
object, not to mention the useful- 
ness of the cut blooms. The scent 
of both foliage and blooms is very 
grateful to most persons, and hence 
the plant is much sought after. 
In the south and south-west of 
England myrtles are practically 
hardy, and bloom pretty well out 
of doors, but in less favoured po- 
sitions they have to be protected 
Fill. 91— FLowiEnra Speat or during winter, or they are very liable 

Mtetuj. to be destroyed by frost. Myrtles 

form bushy specimens from a foot 
to three feet high, and the small, shiny, laurel-like leaves, about 
an inch long, set off the white flowers, which are shown in Fig. 94, 
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to great adyantage. The plants do well in a compost of loam, 
sand, and leaf soil, with potting moderately firm, but not so 
Jbard as with azaleas, or fibrous rooted plants of that de- 
scription; and by keeping them in a cool house, and attending 
to their wants as regards watering, aeration, (kc., they will 
bloom well. The plants may stand out of doors throughout the 
summer, but must be prevented from becoming dry at the 
roots, or they will not bloom. During the growing season 
plenty of water will be found needful, and just a trifling shade 
during the hottest part of the day will be an advantage, although 
if the pots are plunged in the border it is not really necessary. 

Propagated by cuttings of the current year's ripe wood 
inserted in pots of sandy soil in a greenhouse, or in a frame 
where frost is kept out. 

For soi'ts, we prefer Myrtus bullata^ M. communist M. c. cmgus- 
iifolia, M. c. flore plenOf and M. 0 . latifolia, all of which are good. 



^ ABCISSXrS.— Hardy, bulbous, soft-wooded 
plant. Grown for its flowers. Minimum 
temperature (in pots), 36deg. The Polyan- 
thus Narcissus (N. Tazetta — Fig, 95) and 
the jonquil {K Jonquilla) are both extremely 
useful for decorative purposes, and stand 
forcing well. They are also most useful in the 
cool house, as the extremely bright coloured flowers 
and fine scent render them objects of general 
admiration. The culture varies but little from that of hyacinths, 
but, perhaps, it had better be described. In the first place, it is 
desirable that the bulbs — ^foreign by preference — should be had 
as early in the season as possible, and it is then a good rule to 
divide them into two lots, the first to be potted off at once, and 
the others to be kept in a cool place until the middle of October, 
when they should be potted up. When potted, they should 
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be put in a dark place, or wnder a bed of cocoa fibre for a 
few weeks — say from four to six — and thence they should be 
removed to the warm or cold house as occasion or season should 
reqtiire, and, if placed in a light position near the glass, the 

plants will bloom well, and throw 
up spikes of flowers without draw- 
ing to too great an extent. The 
amount of water reqtiired will, of 
course, depend on the degree 
of development, as we have 
frequently mentioned before, and 
aeration will depend on the wea- 
ther; but where it is possible to 
admit air with compamtive free- 
dom the plants will thrive much 
better. A good rich sandy soil is 
requisite, and plenty of drainage 
must be given, as vitality will 
fail should the soil become water- 
logged or sour, and, therefore, all 
necessary precautions should be 
taken to prevent this. As the bulbs are only good for one year’s 
pot work, as soon as they have done blooming they should be 
planted out in a sheltered border, or in the fronts of rhodo- 
dendron and other beds, where, after a season’s rest, and, if 
left undisturbed, they will from time to time produce very 
acceptable blooms for bouquets, &c. 

Propagated by division of the bulbs, which increase naturally. 

The sorts or varieties we have found to answer best are 
Grand Soleil d’Or, yellow, orange cup; Queen of the Nether- 
lands, white, yellow cup; Grand Prime Oitronnier, white 
Grand Monarque, white, pale yellow cup; and Lord Canning, 
yellow. Paper white, pure white, and the early Homan double 
white and yellow are all so easy to grow that anyone can grow 
them. We have not grown, but we have seen, Bazelman major, 
a fine white, and Bouquet Triomphant, in fine form ; and perhaps 
the above will be as good a selection of the N. Tmetia section 
as can be had for amateur use. Of Jonquils, the ordinary double 
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♦yellow, single, and Oampemelli are the three best, and grown 
as above Erected they are sure to give satisfaction. 

* XVerine. — Greenhouse, bulbous soft-wooded plant. Grown for 
its flowers. Jiiinimuin temperature, 40deg. It is a section of 
Amaryllis, and is quite hardy on some soils ; but as a rule, the 
bulbs are grown in pots for conservatory decoration. The 
botanical name is Nerine, and the name of the Guernsey Lily is 
N, Bamiensis. There are, however, other liTerines ^at are 
worth the same care as the Guernsey Lily, a list of which we 
give, and bearing, as they do, large trusses of open Amaiyllis- 
like flowers, they should be in every collection. The culture is 
extremely simple j the plants growing in a good light rich sandy 
loam, a fair amount of drainage being afforded, as a matter of 
cqurse. 

Procure the bulbs early in September, and pot at once, say, 
three in a 6in. pot ; place the pots on a front sh^ in the green- 
house, or in a frame, near the glass, where they can receive 
plenty of light and air. Keep the soil fairly moist, and growth 
will at once commence. The flower spikes should be neatly 
staked, and, as soon as the blooms are well advanced, give plenty 
of water, and place the plants in a dry, cool, and airy position. 
As the bulbs are comparatively expensive, it is desirable to keep 
them for successive years ; but as this cannot be done if they 
are starved, it is necessary that they should be re-planted. 
The best plan is to have some boxes a foot or thii*teen inches 
deep, and of a size that is convenient to move about — claret 
cases, for instance — and, after providing for sufficient drainage, 
have ready some sandy loam chopped fine, but not sifted. Then, 
after blooming, turn the plants carefully out of the pots, and 
place each individual bulb about six inches from its neighbour ; 
water gently, to settle the soil around the roots, and place 
in a situation where a temperature of 40deg. can be maintained, 
and plenty of air can be given on mild days. The same ti’eat- 
ment should then be given as that which is generally afforded 
to greenhouse plants. When the foliage begins to fade, the 
water should be gradually discontinued, and, when ripe, the 
bulbs should be stored away until the next planting season. 
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Propagated by division of the bulbs, which increase naturally,* 
but the young bulbs will have to be grown on for a yAx or two 
ere they bloom. ^ 

For sorts, select from the following : coruaca, bright 

scarlet ; N, Jlemosaf pale rose ; N. Fothergillii, vermilion scarlet ; 
N, pudica, white; N. rosea, rosy red; N, Sa/miensis, rose 
crimson; N. undulaia, lilac rose; and N, venusta, crimson. 

IVeriiim. — Greenhouse hard-wooded shrub. Grown for its 
flowers and general appearance. Minimum temperature, 40deg. 
This is a class of old-fashioned plants that is of much beauty. 
They afford very useful semi-double rose-like blooms for 
cutting for bouquets or table decoration, and these are very 
serviceable on the plant itself, as they are produced in terminal 
clusters on the ends of the branches of the previous year’s 
growth. There is no reason why they should not be grown 
more extensivelj than they are, either as large or small plants, 
but they should not exceed 4ft. in height. In the latter case, 
however, a pretty brisk heat is required to do them well, and 
that method is, of course, out of place here, but, at the same 
time, good serviceable plants can be grown by ordinary treat- 
ment. We will begin with cuttings. These, as a rule, cannot 
be struck in the same way as geraniums and similar plants, but 
require a rather peculiar procedure. The method is as follows : 
As soon as the young growth is matured, take cuttings about 
6in. or 7in. in length, and insert them singly in bottles of water, 
to each of which a teaspoonful of powdered wood charcoal 
has been added ; place the bottles in a house where the 
temperature is about 60deg. to 70deg., and let them remain 
until pretty well rooted ; then carefully pot them off into small 
pots in a compost of loam and river sand in equal parts, first 
putting in plenty of drainage. Keep in a warm place, and 
they will soon get established. The following April the plants 
should have a size larger pot, and should be grown on in a 
warm house, and they will bloom towards the end of the year 
But it is not this style of work that, as a rule, the amateur can 
do, and, therefore, the better way is to grow the plants in large 
tubs, or planted out in the house, but this latter plan can 
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jeldom be carried out. In growing the Oleander (Fig. 96) in 
pots, thefte should be increased in size as the plants grow, 
and the soil should be good sound loam and sand. During the 
gtowing season plenty of water should be given, both at the 
roots and the tops, but, at the same 
time, care must be taken to avoid 
the water at the roots becoming 
stagnant, or disease and death will 
be the result. No shade is at any 
time required, and, in fact, the 
warmest and sunniest spot in the 
house should be chosen for it. It 
is a very good plan to stand the 
plants out of doors from the mid- 
dle or end of May until the end of 
September, but it is not absolutely 
necessary to do so. 

Propagated by cuttings struck 
as above, or in a brisk bottom heat, 
in which case ripe wood of the Pio. 96.— Oleanduu (Nkrivm). 

current year’s growth is taken and 

inserted in peaty soil, the pots being plunged in the fibre bed in 
a proper propagating pit. 

The best sorts are Nerium splendens, N, a. album plenum, N. a. 
luteum plenum, and JV. a. variegatum. The last is, however, 
more conspicuous for its leaves than its flowers/ There are also 
some with single flowers, but these we do not give, as they are 
not so good as those named. 

Hiootiaiia. — ^Half-hardy annual. Grown for its foliage and 
general appearance. Minimum temperature, 45deg. Tobacco, 
although most suited for outdoor decoration, is still worthy of 
a place indoors, if it can be had in bloom in the winter or 
spring months, and, as the plants are of stately appearance, 
having ovate leaves from Gin. to 15in. in length in the different 
varieties, they contrast well with the more dwarf stock of the 
soft-wooded plants that usually occupy the house of the ama- 
teur horticulturist. The seeds can be sown in April in a green- 
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house in the ordinarj manner, and as soon as the plants arp 
large enough to handle they should be potted' off into small 
pots, and from these they should be transferred into forty* 
eights. As soon as these become full of roots it is necessary 
to pot off into 6in. or Sin. pots, and in these they will remain. 
The plants should be kept in a partly shaded position, so that 

they do not show bloom until 
September or later, and about the 
end of September they should be 
removed into a light house, where 
the temperature is not lower than 
45deg. in winter. Great care must 
be taken that the foliage is kept 
clear from insects, for if the green 
caterpillar that is so common in 
the latter part of summer once 
obtains a good hold of the plants, 
the foliage will be spoiled, and 
the whole beauty lost. For soil 
use equal parts of loam, leaf soil, 
and cow manure and sharp sand, 
mixed; give plenty of drain* 
age and supply such water as is 
necessary. 

Propagated by seeds, as de- 
scribed above. 

The best sort for the purpose 
is N, macrophylla gigantea, a good 
rosy pink ; but at the same time 
Fie. ST.-Flowiie of Nicotuna. N- Virginica, pink, N, grandiflora 

purpwrea, puiqile, and N. affinU, 
white and sweet-scented, are very good. As most persons 
know, the fine foliage of the above Tobaccos renders them 
very useful for various bedding purposes. The fiower of ISTioo- 
tiana is shown in Fig. 97. 

Viarambsrgia. ^ Half-haX'dy soft-wooded plant. Grown 
for its flowers and general appearance. Minimum temperature 




Dictionary of Plants, 


253 


3^deg. The Nierembergiaa, which are very good for cool 
houses, asithey bear a great number ot campanulate flowers on 
their trailing stems, are of comparatively easy culture, and as 
tlley only require the exclusion of frost, say a temperature of 
36deg. to 40deg., they are handy in many situations, especially 
where plants which do not require much heat are grown. We 
have grown them very successfully as follows, but we do not 
think the practice is in g^eral use: We strike cuttings in 
August, and when well rooted pot off singly into small OO-sized 
pots, using sandy loam for the purpose. In the latter end of 
September we place these pots on a light airy shelf in the 
greenhouse, and through the winter give only enough water 
to prevent flagging. Of course, if a mean temperature of 
about 45deg. is kept up, we apply enough water to keep the 
plants growing, but not otherwise. In the second or third 
month we re-pot into 48-sized pots, if the plants are to bloom 
in pots, but if for outdoor decoration, then 3in. pots are used, 
and the plants do well. For soil we use good sandy loam 
three parts, thoroughly decomposed manure and sharp sand, 
mixed, one part, and the plants are potted pretty firm. A 
good light airy spot in the house is set aside for the purpose, 
and water is given according to requirements. When the 
heat becomes too great, the plants are removed to a sunny 
frame, and the pots are plunged in coal ashes, which keeps 
them in a healthy condition. When the pots are well filled 
with roots, a solution of sulphate of ammonia is applied, and 
plants thus treated never fail to bloom well. 

Propagated by cuttings as described above, or by seeds 
sown in a warm greenhouse in spring, and the plants grown 
on as soon as they can be handled. 

For sorts we use : N, frutescens, lilac and white ; N, gracilis, 
blue; N, gracilis picta, blue, edged white, a cross between the 
two preceding ; N. rivularis, cream ; and JV. Veitchii, pale lilac, 
N, frutescens is the tallest gi*owing plant, and, in our opinion. 
N. V&itchii is the most dwarf, but probably difference in 
cultivation may have something to do with the matter. 
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LSAJmBB.— See “Nerinm ” 

Orange. — Hard-wooded plant. Oranges 
are very useful, botli for flowers and fruit, 
and if only for the sake of the former, are 
worth cultivation. Few persons who have 
not tasted a ripe Orange from the tree have the 
least conception of the delicate and refreshing 
flavour of this popular fruit, of which, if im- 
ported from abroad, it is almost devoid. A ripe sweet Orange, 
gathered in the cool of the morning, is simply delicious ; while it 
surpasses everything for quenching thirst, and also for cooling 
the system. directions for culture are given under the head 
of “Citrus.” 


Oxalis. — ^Hardy, herbaceous soft-wooded plant. Grown for 
both flowers and foliage. Minimum temperature (in pots), 
86deg. These are greatly neglected now, and although they 
are very pretty, we think they should not occupy too much 
space in the house. They are dwarf-growing plants of very 
easy culture, and can be propagated freely if desired, and as 
their trifoliate foliage is of a lively green, above which are home 
the star-like flowers, singly or in trusses, they are very interesting. 
Plenty of drainage is necessary, but the plants never do so well 
in pots as in large clumps, in a rockery or herbaceous border, 
.. at least during the growing part of the year. 

Many of the Oxalids are useful in the cold house, and the 
culture here is very simple. In fact, we may say that the 
whole of the Oxalids are useful in the cool houses to be 
found in most places, but as there are such a vast number — 
from fifty to nearly a hundred kinds, according to various 
botanists — ^we shall not give a full list of sorts here. Suffice it 
to say that in all nurseries where herbaceous plants are grown, 
and in many places where pot plants are to be had, more or 
fewer varieties are cultivated, and persons living near the metro- 
polis can see good collections at the various large nurseries j where 
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herbaceous plants are made a speciality, from thirty to seventy 
kinds can generally be seen growing. We give a short list below, 
and all the plants there mentioned can be grown in the cold 
house. A compost of two-thirds good mellow loam and one-third 
leaf soil and sharp sand in equal proportions will do the plants 
very well, provided plenty of water is given during the growing 
season and they are allowed all the light and air possible. 
A season of rest must also be allowed, and as this will nearly 
approach the time of the natural one when the plants are in 
the open ground, allowance must be made accordingly. 

Propagation is effected by seeds and by division of the roots 
as growth recommences in spring. Seeds, however, are best for 
the general amateur. 

For sorts select from 0. ro«ea, rose; 0. tropcBoloideSf yellow, 
rich brown foliage; 0. corniculata rubra, rich velvety dark 
brown foliage; 0. Smithii, pink; 0. rosea alba, white; 0 
arenaria, dark rosy purple ; 0. lobata, yellow ; 0. elegans, rich 
purple lake, dark centre ; 0. floribunda alba, white ; 0. f, rosea, 
rose ; 0. pentaphylla, pink ; and 0. purpurea, purple. 



S ACHTPHTTTTM. — Half-hardy succulent 
plant. Grown for its foliage. Minimum 
temperature, 88deg. It has very thick 
abruptly-pointed glaucous green leaves; 
and being of low growth, it is admirably 
suited for carpet bedding, and is also well 
worth a place in the greenhouse. The Pachy- 
phytum is well adapted to stand on the edges 
of the stages, where it is brought conspicuously 
before the eye, but if grown for bedding purposes it will 
be found necessary to have a large quantity, for although 
the plant is of much beauty, with its rich creamy colour and 
compact habit, still it is not effective in single specimens. A 
good sandy loam, or, rather, a very sandy loam, suits it as well 
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as anything, if plenty of drainage ia provided, and the plants can^ 
stand the hottest weather without losing their beauty. Like 
most of the succulents, they will also bear much drought, 
but, except in winter, it is best to allow a fair amount of mois- 
ture when they are kept solely as greenhouse plants. During 
winter, however, they do not require water often, as too much 
moisture causes the foliage to rot off. The propagation is very 
simple ; by taking off the leaves, with just a small shred of the 
bark attached, and after laying them in the sun for a day or 
two to dry, placing them round the edges of propagating pans or, 
in fact, all over the surface, and neaidy withholding .water, 
young plants will be formed at the base of each leaf, and 
when these are large enough to handle they can be potted 
off, and with a little care will do well. The tops may also be 
taken off in autumn and inserted singly in small pots. These, 
if placed on a dry shelf near the glass in a warm greenhouse, 
will root freely if not watered to cause them to rot off, and 
in spring they will be fine plants. The old stumps will make 
small though useful stuff by May. 

Propagated from cuttings, as described. 

P, hracteoaum is the sort we have referred to above. If seeds 
can be obtained fine stocks of plants can be raised from them, 
but seed is very scarce, and as, in the majority of cases, the 
plants do not bloom, there is a great difficulty in obtaining it 
at all. 

Fanoratiiiiii. — Greenhouse soft- wooded bulbous plant. 
Grown for its flowers. Minimum temperature, 40deg. The 
Pancratiums are handsome bulbous plants that are well worth 
cultivation, but the majority are really stove plants, and 
unsuited to the general greenhouse. There are, however, four 
species that are suitable for cultivation in the ordinary green- 
house, and they all produce handsome umbels of superb white 
blooms. Our favourite is P. craaeifolium, which until lately 
has been somewhat scarce. It is, however, now within the 
reach of aU who have a greenhouse, as the price is only from 
half-a-crown to 3s. 6d. each. The Pancratiums belong to the 
AmarylUdacem, and require much the same treatment as most 
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that order, but 'vire give the treatment we have found 
euccessfuil. P. «peci08wm requires more heat, and produces its 
brooms towards the end of the year, while the others do so 
later in the season. 

We have found the handsome white blossoms of very great use 
for the decoration of vases and baskets, and, in some cases, hair 
decomtion; but they are more useful for the former purpose 
Like many of the amaryllids, they are extremely useful, as 
they stand well for some days after cutting, and if a good 
selection of other flowers is mixed with them, the“ effect is both 
elegant and grand, that is, if grandeur can be associated with 
cut flowers. The description given of some of the amaryllids 
applies for the most part to the Pancratiums. 

The way w^ treat them is as follows; About six or eight 
weeks after blooming, the plants are re-potted into pots of a 
size suitable to the bulbs, in a compost of two parts good 
sandy loam and one part thoroughly decayed leaf soil, to 
which sand has been added in sujfficient quantities to keep the 
compost open. Good drainage is afforded, so that, when neces- 
sary, plenty of water can be given without waterlogging the 
soil. This is an important point with all bulbous rooted plants, 
for if the soil is waterlogged they sooner or later decay, and 
consequently are lost. After potting, the plants are kept 
watered according to their requh’ements, and are placed in a 
light position; from the end of June until well into Sep- 
tember they are kept in a frame or pit with other greenhouse 
plants, and when brought indoors, placed well in the light, 
where they bloom in their season. After blooming, the supply 
of water is diminished to ripen the bulbs off somewhat before 
re-potting. In potting, only such roots as are dead should 
be removed, and all young bulbs should be taken off, and 
carefully potted either singly or three or four in a pot, 
according to their strength. These young bulbs, if carefully 
grown on, will, in the course of two or three years, make good 
blooming plants, and although at times they do not appear in 
large quantities, still, generally speaking, a couple of bulbs of 
each variety to stai*t with will make a good stock in a few 
years, and superfluous bulbs are, as a rule, very saleable. 

9 
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Pancratiums may also be treated in the same manner 
evergreen amaryllis, and they do well so treated. ^ 
Propagated by division of the bulbs, which increase naturally. 
The sorts for the purposes named above are P. crassifolium, 
P, speciosum, P. maritimum (Pig. 98), and P. IllyriQum (Fig. 99), 



the two latter not requiring so much heat as the former. In 
fact, in some places they are hardy, but in the majority of 
cases they do best as cool greenhouse bulbs. They are ‘all 
white. 


Paasiflorft.— Half-hardy hard-wooded climber. Grown for 
both flowers and foliage. Minimum temperature, 38deg. The 
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Passion Flowers belong to a class of plants that well repajf 
liberal culture; but they require plenty of room inVhich to 
extend their growth. To obtain the best results they must 
grow pretty freely, and must not be starred or stunted, or an 
interminable crop of insects will take the place of bloom. Where 
care is taken of the plants, however, very little trouble will be 
experienced under this head, for a full flow of sap is adverse to 
the comfort of insect pests, slugs and snails perhaps excepted, 
but these rarely attack greenhouse roof climbers, although at 
times they make a meal of a promising young shoot at the base 
of a plant. These plants, like the Lapageria, requii*e properly 
prepared stations, but they need neither be so large nor so deep, 
so long as draim^e is well provided for. For the different 
varieties the soil requires some little variation as regards the 
quantity of sand used, but in other respects they will all do in 
the soil we mention. A good layer of broken bricks or potsherds 
must be placed in the bottom of the hole, which must be filled 
up with equal parts of rough fibrous peat and loam, to which 
some sand and broken charcoal have been added. This must 
be pressed moderately firm, but not ti*odden too hard, as the 
roots require a free run. The plants must be well watered in 
at first, and during the growing season abundance of water will 
be necessary. Training must be attended to as required, and 
the plants kept clear of insects if they chance to appear. The 
wood of the Passion Flower requires to be well ripened off by 
the admission of plenty of air, and then profuse blooming will 
result. 

All the varieties have somewhat similar flowers to those 
of P. ccBruleaf shown in Fig. 100. 

Propagated by seeds, and by layers, but as generally seeds can 
be had pretty plentifully, they form the best method of pro- 
pagation. Sow in spring on pans of sandy loam in a warm 
greenhouse, and prick off hito single pots as soon as large 
enough. 

For sorts use a selection from the following; P. Bellotti, 
P. CcmpbelUi, P. ccBTulea^ P. c. racemosa, P. c. racemosa ruhra, 
P. fragranst P. Comte Nesselrode, P. L'Imperatrice Eugenie, 
P. Newmanii, and P. palmata, all of which are good. 



Fig. 100.— spray OF PASSIPIXIBA CJBBULEA, NEARLY FULL SIZE, 
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Pelargonium. — ^Half-hardy soft-wooded plant. Grown foc* 
its flowers, Mmunum temperature, 36deg. This is a very 
large family of plants, and includes what are generally called 
Geraniums, that is, the scarlet and bedding varieties, and the 
Cape or fancy Pelargoniums. 

The varieties amount to several hundreds, and it is much to 
be regretted that they are so multiplied, for in many cases they 
are so much alike that it is quite impossible to tell them 
apart. Scarlets, indeed, are so numerous that it is difficult to 
distinguish them by name at all, except in the case of a very 
few sorts, which are really distinct. 

In the tricolor, bicolor, and bronze sections, also, the same 
difficulties arise, and, while we have grown some 150 sorts or 
varieties to name, we have n6t had above thirty that are really 
distinct. There are, of course, some which can be easily told 
apart, but, as we arranged a houseful once, no one out of the 
trade, and but few in it, could have told where one variety 
ended and the other began. Still, they were all true to 
name. 

To commence, we will take the scarlet and zonal sections. 
These, as nearly eveiy one is aware, are the sorts which 
are chiefly used for bedding-out purposes, and are, therefore, 
always in request. They are also useful for the decoration of 
the greenhouse during part of the year, and for ornament in 
rooms, &c. In fact, generally speaking, the scarlet and other 
zonal Pelargoniums are the most useful plants we have ; certainly, 
they are most generally grown. The flrst consideration is 
to get good plants for bedding-out purposes, and these we 
manage to obtain as follows : In August or the flrst week in 
September, some din. or Sin. pots are got in readiness, by half 
Ailing them with crocks, and then filling up with a sandy com- 
post, loam being the principal ingredient. A number of cuttings 
having been prepared, are inserted about twenty or thirty in 
each pot ; the pots are well watered and stood in the full rays 
of the sun. In a short time they become rooted, when all dead 
foliage is removed, and about the end of the month they are 
removed into the greenhouse, there to remain until the next 
March. Only just enough water to keep them alive is neces- 
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•ary, and so long as the house is kept fairly dry, and frost is 
well excluded, the young plants will do rery well. About March 
tjiey are potted off into large GO-sized ik>ts, and, by affording more 
moisture and warmth, good plants are obtained in the proper 
season. A compost of maiden loam, enriched with a little 
thoroughly rotted manure and made sufficiently porous by the 
addition of some sharp sand, does the bedding varieties well. 

For plants to bloom during winter we always strike the cut- 
tings in June, and about August shift them into Gin. pots. 
They are carefully grown on until the second week in 
September, when some are removed into the greenhouse and 
others into frames. During the whole of this time they are 
not allowed to bloom, neither are they watered more than is 
necessaiy, as the aim is to obtain a potful of vigorous roots, 
and a comparatively dwarf sturdy head. When introduced 
into the house a temperature of about 50deg. to 55deg. is main- 
tained, and a free circulation of air is allowed, the plants 
at the same time receiving more liberal treatment. Those left 
in the frames are not housed until October, and, of course, 
receive a similar treatment to the others. As the season 
advances, the maximum temperature may be reduced 4deg* 
or 5deg,, so as to maintain a kind of equilibrium with the 
outer atmosphere. It may also be found useful to give a 
small quantity of liquid manure from time to time, but if it 
can be done without, so much the better. To grow plants for 
bloom during the winter months it is necessary to have a 
light house, and to give the plants liberal treatment, at the 
same time to use every endeavour to keep the growth as stocky 
as possible, as on this very much depends. 

For summer use in pots, &c., the cuttings should be potted off 
singly into Sin. pots in August, and kept through the winter as 
before described, and then, about six weeks after Christmas, 
they should be shifted into 4in. pots, and by receiving due 
attention they will do well throughout the season. 

We now come to the hronte and golden hicolor section, as being 
next to the ordinary scarlet and zonal varieties. These are most 
suitable for pot culture, and we shall therefore treat of them as 
pot plants, as the greatest amount of beauty can be got from thm 
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as tnoh. Of course, there are bromee and bmnrns, aad io thei 
majority of cases considerable management is needed % bring 
out the good points of the plants-partionlarly those which ar® 
of areiy robust nature-as they all require a treatment suit- 
able to their constitution. Moreover, a little judgment used 
in selecting the cuttings, and a httle care in choosing soils, 
will save much time and anxiety in after work. Thus a very 
robust, free growing bronze, if propagated from soft fr^ grown 
wood, will grow to an immense size, especially if the soil is rich, 
while at the same time the colour will not differ much from an 
ordinary zonal; but if the cuttings are made from poor starved 
specimens, and the soil is not over rich, the results will generally 
be all that can be desired. We therefore advise a poor, rather 
than too rich a soil, and, as a rule, rather firm potting. 

The soil we use for bronzes and bicolors is sound yellow 
loam, passed through a lin. meshed sieve, and to this we add 
enough leaf soil and sharp sand to keep the whole open. For 
weak -growing plants a little thoroughly decomposed cow 
manure can also be advantageously joined; but it must not 
be overdone, or strength will be obtained at the expense of 
colour. 

The way we grow this class of Pelargoniums is as follows : In 
February or in August, according to circumstances, we strike 
cuttings of the sorts we intend growing on in pots. This 
we do by inserting cuttings singly in thumb or small 60-sized 
pots, filled with sandy compost, until we have about 12 per 
cent, more cuttings than we require plants, to allow for losses. 
These plants are re-potted and placed in the frames about 
the second week in April, and as soon as the pots are full of 
roots they are shifted into such sized pots as they are to per- 
manently occupy. Care must be paid to stopping, &c., and the 
plants must be kept near the glass. Water must be given as 
necessary, and during very bright hot sim it is well to apply 
a slight shade. In this they resemble tricolors. In fact, as 
a rule, the treatment may be the same as that for tricolors, 
with some slight difference to suit the habits of the plants. 

In the tricolor or variegated foliage section, we find two 
divisiona^-silrer and gold— both of which are very useful in 
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their places. The treatment is the same for both, and althoni^ 
we may%e disbelieved by many nnsnccessful growers, we assert 
,that there is no more real difficulty in growing tricolors than 
there is in growing the ordinary zonal varieties, the only 
trouble being the propagation, and in this there is but little 
if it is commenced at the proper time. We strike our main crop 
or stock in August, and plants for pot culture, to come in late, 
we strike in March, as we find that at other times, although we 
can strike the cuttings freely, the plants are not of much 
service, as those struck during the winter are generally too poor 
in colour, and those struck during the summer are too large, and 
often too sappy to winter well. Besides, it rarely happens 
that tricolors retain their colour during the winter, and it is 
therefore necessary that the plants should not be incited to grow 
much during that time. We have ere now worked up a stock o£ 
about 500 plants from a seedling in less than twelve months ; but 
if we had desired them for our own use, about one-fourth of that 
number only would have been raised, as excessive propagation 
reduces the constitution and vigour of these plants to such an 
extent that they are too weak for any purpose, and the colour is 
reduced to a minimum. In this as in other matters, it happens 
that the more the haste the less the speed. We would there- 
fore desire our readers to remember that in no case should 
propagation be carried too far, and also that cuttings should 
only be taken from the strongest and best plants, as weak 
cuttings do not produce highly coloured plants. 

For convenience, we generally adopt the following plan : In 
August cuttings ai*e inserted singly in small 60-sized pots, 
previously prepared by filling about one-third full of crocks 
and the remainder with sandy loam, the sand used being very 
sharp. The cuttings are then potted firmly, and after twenty- 
four hours the pots are carefully watered, aud then stood in a 
frame facing the south, the frame being filled up with ashes 
to a convenient height. Water is not again necessary for 
about a week or ten days, when the cuttings are just emitting 
roots, and after this time water is applied with care. The 
lights are only used to exclude heavy storms, and care is taken 
that a too vigorous growth is not induced, as the more dwaii 
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and hard the young plants are. the more easUy are they managed 

during winter. , 

In wintering both old and young plants we take great ^ 
to place ‘them in a light airy position near the glass, and to 
keep the house free from an excess of atmospheno moisture, 
at the same time maintaining a temperature of about 45deg. 
Very little water is given during the winter; in fact, only 
sufficient to keep the plants in a healthy condition, but at 
the same time excessive diyness is avoided, or thej would 
be liable to damp off when watered. All dead and decaying 
foliage is kept scrupulously removed, and in fact eveiything 
that would tend to cause damp ” or decay is carefully 
avoided. 

In spring, cuttings can be taken from the old plants, and 
struck in the greenhouse, always provided that they are ex- 
posed to the full sun. For convenience, we always strike these 
in single pots, as they are then so much more readily handled, 
and, what is more, the roots do not get broken, which is a 
most important point, as tricolors never have too many roots. 

The plants struck in August should be re-potted in March, 
and the old plants from which cuttings have been taken should 
be re-potted os soon as they have broken well Shift the young 
stuff into 48-sized pots, and the old ones into pots a size smaller 
than those which they occupy when cut back. Subsequent 
re-potting must depend on the wants and vigour of the plants, 
as no strict rule can be set in this respect. 

About the second or third week in April the plants — ^with 
the exception of those for bedding-out purposes — can be placed 
on a bed of ashes in a cold frame, and with a little care as 
to closing the lights early, watering, and shading, Ac., the 
foliage will soon obtain the true coloxups and habit. Bronzes 
also require to stand in a cold frame if the best colour is 
desired, and mixed with the tricolors they have a veiy* pretty 
effect. It must be remembered that both bronzes and tricolors 
are variable as to the time when they show most colour, some 
being best in spring, and others in autumn; but veiy few 
are at their prime during the hottest part of summer, and 
even those which are in good form are only made so by shading 



DictUnary of Plants. 


267 


and other adventitious means. The soil we use for tricolors 
is composed of good maiden or fibrous yellow loam three parts, 
and one part thoroughly decomposed cow manure and leaf 
soil, or peat. To this compost is added enough sharp sand to 
maintain the whole in a proper state of porosity. 

TricoloTB should be put out in beds at least a week or ten 
days later than the ordinary zonal varieties, on account of their 
being much more tender, but it is well to remark that they are 
not so effective, as a rule, as other coloured foliage plants, and 
it is far better to use them as decorative pot plants only. In 
only a very few places are tricolors or bronzes really effective 
bedded out in the open ground. 

Ivy -leaved Pelargoniums require much the same treatment as 
the ordinaiy zonal varieties. 

The varieties with scented foliage also want similar treatment, 
the only difference being perhaps more sand in the compost, 
so that greater porosity may be maintained, as some of them 
hare to be potted firmer than the ordinary zonals, on account 
of their running too gi-oss if potted loose. 

The double varieties thrive with the same treatment as ordi- 
nary scarlets, but they must not have too much room for the 
roots, or the foliage will be most conspicuous. Too rich a soil 
should also be avoided. 

For the use of amateurs the varieties marked with an asterisk 
are best. Where convenience exists, doubles do best struck 
from eyes, as vines are, but there are few amateurs who 
can perform this part of a propagator’s duties ; and, to say the 
least, some skill and much attention must be paid, or failure 
is certain. 

Cape Pelargoniums are really fine plants for the decoration 
of the greenhouse and conservatory, and grown in from 6in. to 
Sin. pots, form masses of bloom that cannot easily be equalled. 
The culture is most simple, and as the earliest bloom is that 
most desired, we give our plan of obtaining it, so that plenty of 
bloom is to be had from March to May, and, with a little 
management, even later than that. In the first place, we strike 
cuttings in March or April, and keep the young plants growing 
on until the middle of September, stopping back and training 
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into form as occasion may require. The plants at this time will t 
be in 6in. or Sin. pots, according to their habits, and of good 
size, the pots not being over full of roots. Water is gradually# 
diminished after September, until the plants ai'e doimant, and 
some time in October they are placed on a light airy shelf in a 
greenhouse, where frost is excluded, but where a high tempera- 
ture is not maintained. About the beginning of Febiniary 
some of them are started into growfcn, and a slightly increased 
temperature is afforded, and by the end of the month part 
are in bloom. The others are not started until the end of 
February, and these take the season of blooming into May. 

Some plants struck in July, and wintered as described above, 
but re-potted in spring, will take the blooming season on until 
the end of August, that is if the plants are grown out of doors, 
or rather in cold frames. These may also be bedded out, but 
we find they do not answer well in all places. The various kinds 
have wide variations in the habit of growth, but although some 
will reach 4ft. in height, others, if care is not used, will not be 
more than 9in. or 1ft. in height. 

For soil we use maiden loam, enriched with a little leaf soil, 
and thoroughly decomposed manure, and to this is added 
enough sharp sand to keep the compost well open. The quality 
of the soil must be varied somewhat, according to the habit of 
the plant, and a little care must be taken as to the amount of 
water given, so that a too vigorous, or, in fact, a too rapid and 
weak growth is not induced. 

Although not generally treated as annuals, both Cape and 
zonal Pelargoniums are very easily grown as such ; and, if the 
seeds are only saved in a careful maimer from good plants, a fair 
show can be had late in the season. We do not advise the 
use of seedlings in preference to plants raised in the ordi- 
nary manner, as they are too late for bedding-out purposes, 
and, at the same time, there is no certainty of their pro- 
ducing flowers of the same floriculturai value. There is, how- 
ever, the chance of obtaining plants of sufficient merit to keep 
and propagate, and these will, of course, be in proportion to 
the quality of the seed. Some special features may also be 
obtained, which will render the plants worth cultivation inde- 
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pendent of their floricnltural merit; thus, a very dwarf, or 
floiiferSus kind, may be very useful for some particular work, 
, as was one we raised. This was a pink, the colour of Christine. 
The flowers were no better than the old phlox, but, as the plants 
did not exceed four inches in height, and the blooms were pro- 
duced in great profusion, it made a fine edging plant; but no 
money value was attached to it — in fact, it was not woHh a 
penny for sale. From some other seed we raised one — the only 
one of any use in over six hundred plants — that sold for £10 
to a nurseryman, who exhibited it and took a certificate of merit, 
plainly showing the incertitude of raising these plants from 
seeds. We have also raised many tricolors of much use for 
ordinary work, but not sufficiently good to name, and a few 
have received certificates ; but, from the trouble it requires, 
we doubt if it is a profitable speculation, unless it is the sole 
hobby of the grower. With the Cape Pelargoniums, if the seed 
is saved from good plants, there is generally enough variety 
in the seedlings to render the work profitable from an amateur's 
point of view, although there would probably have been a loss 
if the plants had been grown for sale. The best plan is to 
carefully hybridise the flowers from which the seeds are to be 
obtained, as then it is almost certain that some plants will be 
produced that are worth saving. Another point with seedlings 
of the Cape and zonal sections is that tall standard plants can 
be obtained very easily, and, even if the blooms are not models 
of perfection, still the plants render it possible to decorate large 
masses of shrubbery, <fec., in a very pleasing manner. 

For the zonal varieties it is desirable to sow in the green- 
house in January, and to grow on gradually until about June, 
giving the same treatment as described above, but, as soon as 
the plants reach 4in. pots, they should not be transferred again. 
During J uly and August they will come into bloom, and any 
J^orth saving can be either re-potted or propagated ; but, unless 
i good place for their culture exists, they had better be kept 
n the 4m. pots until the succeeding spring. Such plants as 
ire of no use may be destroyed ere winter comes, but they will 
nake a little show for a time. Seed of tricolors and other 
rariegated varieties should be sown in February, and receive 
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sucli treatment as we have previously advised. If the leaves 
are of good form, and wken held between the eye and the sun 
the zone in the leaf appears of a dark rich chocolate or crimson, 
the plants should be saved, for, even if they do not show colour 
the hi*st B^on, they will do so eventually ; and it often happens 
that those which are longest in breaking coloui* are the best. 
The plants of all the zonal class that are considered worth 
saving should be cut down in the following March or April, 
according to the accommodation that is at hand for their 
culture. After they have started into growth they should be 
re-potted into good soil, and treated the same as ordinary 
plants. 

Cape Pelargoniums should be sown about June, or the end of 
May, if the weather is fine, and the plants should be grown on 
and treated the same as ordinary stock for spring blooming, 
with a little more sand in the soil than for those struck from 
cuttings. Saved with ordinary care, the seeds will produce 
stock worth growing ; and if saved from carefully# hybrid- 
ised flowers, the results will generally be very good, although 
it is not probable that many plants worth naming will be 
obtained ; but still there is a chance of such plants being got. 
If one improved seedling is obtained in two or three hundred, 
it is very good work. We may add that a good stock of Pelar- 
goniums may easily be raised from seed, and if once this plan 
is started, the amateur will rarely leave it off willingly. 

For sorts select from the following : Scarlet zonal : Lord 
Derby, Yesuvius, Charley Oasbon, Cybister, Stella, Lucius, 
Julius Caesar, Dr. Livingstone, Albert Memorial, Caven Fox, 
Bonfire, John Thorpe. Plain-leaved acourlet : Punch, Tom 
Thumb, Aigburth Beauty, Amethyst, Boadicea, and Kentish 
Fire. White-flowered : Madame Yaucher, Mrs. Sachs, Madame 
F. Hoch, Pmity, and White Swan. Salmon-flowered: Presi- 
dent Thiers, Polly King, L’Am’ore, Seraph, and Mr. Bendatler. 
Oculaied lloome: Alice Spencer, Bride, Madame Werle, and 
Fairy Bing. Pink and rose colomed flowers : Bose Bendatler, 
Forget-me-not, Christine, , Amaranth, Lady Louisa Egerton, 
Cotmtess of Bosslyn, Amy Hogg, Yiolet Hill Kosegay, Madame 
Barr, Delight, and Caroline. Various colours ; Monster, light 
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scarlet, immense truss ; Purple Prince, bright magenta, shaded 
dark ptrple ; Marginata, ground colour, bright pink, with pink 
edge on a pearly white ground, very fine if slightly shaded from 
bright sun; Wellington, dark maroon crimson; Eeine Blanche, 
white nosegay; Phoebe, orange cerise. Ivy-leaved aecHont 



Fio. 101*— DouBut-FLOWKEXD Pela-bgohium, •*Jewel.'* 


Green foUaye: Innocence, pure white, dark maroon stripe on 
upper petals; Wilsii rosea, rose, very fine; Elegans, mauve; 
Peltatum elegans, bright mauve; Alice Lee, violet crimson; 
Pavonier, dark purple carmine. Variegated foliage: Duke of 
Edinburgh and TElegante are the two best. Scented foliage: 
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Grandis odorata, sweet scented, like the oak -leaved variety; 
Orispum, citron scented ; Filicifolia odorata,* fern ^ leaved ; 
Lothario, and Capitatum. These are all useful, and are scented 
to a greater or less extent, but it is not possible to describe the 
scent of either so as to be generally understood* Double- 
flowered : Scarlet : *Yiotor Lemoine, Goliath, *Wilhelni Pfitzer, 
♦double Tom Thumb, and Jewel (Fig. 101). Bose coloured : ♦Marie 
Lemoine, Crown Prince, Madame Lemoine, and ♦Spark Hill 
Beauty. Of whites we will not mention any, for all we have 
seen have been white in name only, the greater part of the 
blooms appearing as if they had been in a plentiful shower of 
brick dust, as far as colour went. Ho doubt good whites will 
ultimately be brought out, but for these we must wait. Tri- 
colors : Golden : Gem of Tricolors, Sunset, Mrs. Pollock, Sophia 
Dumaresque, Louisa Smith, Macbeth, Lucy Grieve, Lady 
Cullum, Sophia Cusack, Edwina Fitzpatrick, Achievement 
(Stevens’s), Mrs. Dunne tt, The Moonstone (Aldred’s), Prince of 
Wales, Miss Goring, and Mr. Rutter. Silver : Lass 0’ Gowrie, 
‘Mrs. Col. Wilkinson, Mabel Mentis, Charming Bride, Prince 
Silverwings, Velvet Cushion, Italie Unita, Silver Star, En- 
chantress, Mysterious Night, Lady Dorothy Neville, and 
Princess Beatrice. Bicolors (not bronze) : Yellow and green: 
Doctor Primrose, Golden Chain, Golden Fleece, Pillar of Gold, 
and Crystal Palace Gem. White and green : Castlemilk, Miss 
Kingsbiuy, Snowdrop, Daybreak, Flower of Spring, Bijou, and 
Mangle’s Variegated. Plain yellow-leaved va/rieties: Robert 
Fish, Creed’s Seedling, Yellow Christine, Yellow Boy, and 
Golden Beauty. Golden bronze: Rev. 0. P. Peach, Black 
Douglas, Earl of Rosslyn, Mrs, John Lee, Princess of Wales, 
Black Knight, Fairy Ring, Southern Belle, Harold, Crown 
Prince, Sybil, Rev. Mr. Radclyffe, Beauty, E. G. Henderson, 
Bronze Queen, Golden Banner, Crimson-crowned Canary, and 
Champion. Cape Pelargoniums: Admiration, Black Prince, 
Brilliant, Brigantine, Chas, Turner, Duke of Edinburgh, Envoy, 
Heroine, Joan of Arc, Maid of Honour, Mr. Rassam, Pollie, 
Ajax, Danae, Hector, Midas, Rameau, Yvonne, East Ljmn, 
Formosa, Leotard, Marmion, Princess Teck, Queen Victoria, 
and various others. 
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The full list of Pelargoniums, with descriptions, being very 
Voluniinf)us, we give only a selection of those we know to 
be good. Pelargoniums have been greatly overdone,' and 
although they are the plants for amateurs, the varieties are 
BO many and the forms of colouring, &c., so various, that we 
should most decidedly advise intending purchasers to trust to 
no list, but to see the plants when they are in the best form, 
and then to purchase onl/ what suits their fancy. 

Persica. — Hard-wooded tree. Grown for its flowers. Mini- 
mum temperature (in pots), 36deg. The double Peach in its 
red and crimson form is very handsome, and as it is suitable 
for either a large or small house, is generally useful. The 
trees resemble the almond in general appearance, but are not 
so large in stature, and the flowers are very double, like a 
double deutzia in fact, but much larger. It requires much the 
same treatment as the almond, and does well with the cultivation 
recommended for that tree. 

Propagated by grafting on stocks of the common plum. 

The varieties are — P. vulgaris fl, pi., double red; P. v. fl. pi. 
alba, white ; and P. v. fi. pi. sanguinea, crimson. 

Petunia. — Half-hardy soft- wooded plant. Grown for its 
flowers. Minimum temperature, 36deg. These are old-fashioned 
plants of much beauty, and are very easily grown. They make 
a more or less shrubby growth, and produce axillary bell-shaped 
flowers, much like those of the convolvulus in form, but of 
various colours. The ovate leaves are closely set on the stems, 
and as the blooms are freely produced the plants are very 
useful. The double varieties have the centre of the blooms 
filled with a more or less confused mass of petals, and, while 
lacking the uniformity of such flowers as camellias, yet are 
very pleasing. Given the same treatment as the verbena, they 
form magnificent plants ; and as they are not easily approached 
in colour by other subjects, they are really necessary in a 
well kept conservatory. The double kinds are very fine if well 
grown, and the single varieties are also useful for basket 
and vase decoration. Seeds raised and treated as half hardy 

T 



274 Greenhouse Management for Amateurs. 

animals also give great satisfaction out of doors, as tlie flowers, 
being from one to two inches in diameter and of varicWis bright 
shades of colour, from pale rose to dark purple, produce an 
effect not always to be obtained with other plants, especially as 
they bloom very profusely from July until frost destroys them. 

Propagated by seeds sown in spring as a half hardy annual, or 
by cuttings struck in heat in spring, or without heat in summer 
and eai*ly autumn. 

Six good doubles are, P. Bonnie Dundee, purple, deeply 
margined with white; P. MacMahon, white-veined pink; P. Snow- 
ball, pure white; P. Lorraine, dark purple crimson; P. Marie 
Yan Houtbe, deep purple; P. King of Crimsons, rich purplish 
crimson. Six good singles ai'e, P. Spitfire, intense dark pui*ple ; 
P. Single Beauty, lavender, dark purple centre and rays ; P. 
Othello, deep purple crimson, veined black ; P. Perdita, bright 
crimson, shaded light, with white rays; P. Etoile du Kord, 
white, mottled with crimson and light purple ; and P. Maggie 
Cochrane, purplish crimson, mottled with rosy white. Seeds 
saved from these singles produce very useful border plants, and, 
at times, a plant or two worth saving. For cultural directions 
see “ Yerbena.” 

FMoz. — Half-hardy annual. Grown for its flowers. Minimum 
temperature 40deg. Phlox Drummondii (Pig. 102), when nicely 
grown, forms as pretty a pot or low vase plant as can be desired, 
but unless some care is taken the growth is difficult. In 
the first place, it is of the greatest importance that the soil 
used shall be both rich and fairly porous, and also that good 
drainage shall be afforded; and although the plants, which are 
prostrate in habit, and have a general appearance much like a 
verbena, will last the whole season bedded out, still, in pots, 
they will not last more than a month or so. The seed should 
be sown on a gentle heat early in the season, and when suffi- 
ciently large to handle, the plants should be potted off into 
4in. pots for single plants, or three plants in a 6in. pot. The 
soil we use is composed of two-thirds good fibrous loam and 
one part thoroughly decomposed cow manure, to which is added 
sufficient sharp sand to keep the whole open. Plenty of drainage 
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must be afforded, as the plants require a fair amount of 
^moistur^ when growing freely. The same after treatment as 

f fforded to petunias, &c., will answer very well for these plants, 
ut they must be prepared and bloomed in frames before they 
are introduced to the house. 



Fia, 102.--Phi^x Drummondix. 


Propagated from seeds as described above. 

A packet of good mixed seed will produce a large variety of 
blooms, and unless it is desired to have expensive varieties, will 
answer all practical purposes. We, therefore, do not give a list 
bere, but there are more than twenty names given in various 

T 2 
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catalogues, and in some cases (but not always) the plants come 
true to colour. *• ' 

Fhonnixun. — Greenhouse hard-wooded plant. Grown for ity 
foliage. Minimum temperature, 38deg. This is an ornamental 
plant of some beauty, and is suitable for houses where there 
is both plenty of room and plenty of height for the full 
development of the leaves. Its stately habit of growth renders 
it particularly useful for large conservatories and similar places, 
and, while in a comparatively small state, it is useful for room 
decoration to a certain extent, but, of course, other and more 
graceful plants should be associated with it if the full effect of 
its peculiar beauty is to be obtained. This plant, which is 
also known as New Zealand flax, has broad green or variegated 
flag-like leaves, from 3ft. to 5ft. in length, according to the 
variety, and will with little trouble attain a height of five 
feet or more. In Lord Meath’s garden, at Kilruddery, co. 
Wicklow, Ireland, the leaves of a fine specimen {out of doors) 
attain a length of from 10ft. to 14ft., the whole forming a 
magnificent clump of foliage. But of these out-door plants we 
have nothing to say here, pot plants being at present our 
speciality. 

For soil we use sound fibrous maiden loam and leaf soil, in 
equal portions, and about a sixth part of coarse, sharp sand. 
Plenty of drainage is necessary, and plenty of pot room im- 
portant. Repot each spring, giving a liberal shift, and potting 
rather firmly, keeping close for a few days, until the roots may 
be supposed to have recovered from the check consequent on re- 
potting. Plenty of water is necessary during the season of 
growth, and during the hot months the plants may stand out of 
doors. 

Propagated by seeds raised in a gentJe bottom heat in spring, 
or in a warm greenhouse in May and June. 

For sorts, P. Colensoi variegatum, P. Coolcii, P. tenax, and P 
tenax vaHegatum will all be found of use, the variegated sorts, of 
course, being most effective for house decoration. 

Fimelea. — Greenhouse hard wooded plant. Grown for its 
flowers. Minimum temperature 45deg. These plants are of 
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rather difficult culture, and unless the amateur means to go in 
for gardening in its entirety, are of no value to him ; but where 
^yone intends to grow his plants well, they amply repay all 
trouble bestowed on them. They belong to a class of statice- 
like plants that is especially liable to the attacks of red spider 
unless properly grown, and then there is little fear of trouble 
from any kind of insect. Pimeleas are not suited for houses 
where the minimum temperature is less than 45deg. in winter, 
as they are never actually at rest, as are most other hard- 
wooded plants. 

About the end of March or early in Ai)ril young healthy 
plants in 6in. pots should be re-potted into some 2in. or Sin. 
larger, with a good fibrous loam chopped into lumps about the 
size of walnuts, and not sifted ; to this should be added 
about one-sixth of sharp sand ; pot the plants firmly, and stand 
in a position where they will receive no side air, for a fortnight 
or so. The stage on which the pots stand should be kept moist, 
and the plants should be gently syringed over every moming. 
Shade must be afforded from hot sun throughout the growing 
season, a point that is too frequently neglected. As the 
blooms of the first season will be of little worth, it is as 
well to remove them as soon as they begin to open, cutting the 
branches midway between the bloom and the place where they 
were cut in the previous year. This will prevent the branches 
becoming too long in proportion to the size of the plants. Get 
the plants to make as good growth during the summer as pos- 
sible, both by careful shading and by judicious watering, syringing 
thoroughly every day, and in such a manner that the under, 
as well as the upper, side is wetted, so that the red spider shall 
be kept down, as no amount of care serves for recovery from 
their ravages. About the end of August more air and less 
shade may be given, and the syringing may be discontinued, so 
as to harden the plants off a little, and they must be wintered 
in a light position, where the minimum temperature is not less 
than 45deg. They will require water throughout the winter, 
but not so much as during the summer. In spring repot as 
before, giving from 2in. to 4in. larger pots, according to the state 
of the roots, and treat as before, with the exception of removing 
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the blooms, ualess the plants are required for exhibition. After 
the bloom is over cut back and treat as already described, and 
take great care that the water from the syringe touche^ 
eveiy pai^t of the foliage, or the spider will get in and the 
plants will be spoiled. Yery little training will be required, 
only a few sticks just to hold the branches down, so that the 
plants shall be well furnished, and perhaps a few more to hold 
the branches in their place when they get large, but these latter 
are not always wanted. 

Propagated by cuttings struck in gentle bottom heat during 
summer or autumn. 

For sorts select from P. spectahilis^ P. 8. rosea, P. Hendersonii, 
P. elegans, P. decussata, P. hispida, P. mirahilis, and P. Neip- 
pergiana, all of which are good. P. hispida and P. Neippergiana 
do best in good sandy, fibrous peat, but the general treatment is 
the same as for the others, 

Fittosporum. — Half-hardy hard-wooded shrub. Grown for 
both flowers and general appearance. Minimum temperature, 
36deg. This is a class of plants which is well worthy of culti- 
vation, although not very largely grown now. It stands well 
and is seldom sickly, while it bears its pretty fragrant flowers 
freely. The flowers, which are produced in terminal clusters, 
show well above the foliage, as shown in Fig. 103, and in good- 
sized bushes the effect is excellent. 

In the cultivation of these plants a fair amount of pot room 
must be afforded, and drainage must be well provided for. Any 
good soil answers, and we have found the following compost 
serve very weU : Turfy loam three parts, thoroughly decomposed 
cow D^anure one part, and leaf soil and sand one part ,* pot 
rather firm, and grow on in a cool house. The same remarks 
apply to these as to other hard-wooded plants in regard to 
training, watering, &c. The plants can stand out of doors 
from July to September, and a light situation indoors should 
be given them for the rest of the year. Be-potting should be 
done in March, and the plants kept close for a few days after. 
Some have proved hardy in Ireland, but it is doubtful if they 
would live in many parts of England without protection. 
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It may not be amiss perhaps to mention that P. Tohira is grown 
•in tubs fo some parts of the Continent, and the plants, in winter 
f,re stored away in cellars or sheds, and there is no reason 
why this plan should not be carried out in warm places in 
England. Pittosporums should form companions to the myrtle 
where the latter is grown in tubs or large pots. 



FlO. 103.— PlTTOSPOBUM SlNENSa. 

Propagated from cuttings in the same manner as Hovea. 

For sorts we prefer P. Tohira, P. T. argenteo variegatum, 
P. undulatum, P. euqenoides, P. Sinense (Fig. 103), P. Mayii, 
and P. crassifoliunif which are all good, 

Fleroma. — Greenhouse hard-wooded plant. Grown for its 
flowers. Minimum temperature, 40deg. This is a plant which 
to a degree resembles the Hovea in form, producing somewhat 
bell- shaped purple flowers, and making nice shrubs, about 18in. 
high, well furnished .with foliage, but, as it has a better 
habit than that plant, and, as the bloom is brighter, it is of 
more value for pot culture. We have found the blossoms very 
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usefiil for bouquets tbat are used during daylight, but by 
artificial light the blooms lose their brilliancy and ore not 
very effective. As a conservatory plant, while it is in bloom^ 
it stands pre-eminent when well done, and, although not 
suitable for a cold greenhouse, it well repays any trouble 
bestowed on it ; it will not do in a house where the temperature 
is less than 40deg. in winter, and, therefore, it is useless for an 
unheated structure. The best mode of procedure is to purchase 
plants in 6in. pots, in autumn, and to place them in a green- 
house until about March, when the roots will probably be 
sufficiently active to warrant re-potting; use 9in. pots for 
the purpose, and, for compost, take good fibrous loam and 
about one-sixth of clean sharp sand ; allow plenty of drainage ; 
pot firmly, and stand in a close place for a few days. Care 
must be taken all through their growth to protect them from 
hot sun, by shading, and it is well to protect as early as 
March. Kor must it be forgotten to keep the strongest shoots 
trained to the outsides, and the weaker ones to the middle, so 
as to equalise the growth. As the weather gets warm the 
plants should be syringed in the afternoon, and plenty of water 
must be given to the roots. About August discontinue 
syringing, and give more air and light to harden them off 
for their season’s rest. The next season again re-pot, giving 
another Sin. shift, and treat as before until August, when they 
should be removed to the open air under a tall hedge or 
trees, where the sun has no power on them. Bring them in 
about the middle of September, and place near the light; 
whiter as before, and be careful the sun does not injure the 
foliage, and the plants will probably bloom in spring. By 
careful stopping and training, and by keeping relays in 
readiness, there is no difficulty in maintaining a sufficient 
stock for all ordinary work. AVithout Pleromas, a collection 
of plants would be incomplete. 

Propagated from cuttings struck in sandy compost in a cool 
gi’eenhouse. 

Plumbago. — Greenhouse hard- wooded shrub. Grown for its 
flowers. Minimum temperature, 36deg. These plants are more 



Dictionary of Plants, 




suited for use as climbers or wall plants than for culture as 
bushes, •but as they are so very ornamental when well-flowered, 
^d as by the following mode of treatment they can be made 
to do well, we treat them here rather as bushes. It is a plant 
that has a long straggling habit of growth, with aloysia-like 
foliage, and for this reason is more suited for walls or pillars ; 
but, at the same time, where there is plenty of room, the 
Plumbago does well trained over a balloon trellis. The plants 
bloom best in a moderately warm house, bearing terminal clus- 
ters of tubular jasmine-like flowers, and it is not advisable 
to have them in any other house than one that can be kept 
comparatively warm. In the first place, plants should be 
obtained in autumn that have been stopped back to about 2in. 
from the collar, and which have five or six shoots or branches. 
A balloon trellis should be fixed in the pot and the branches 
trained over it, and by careful stopping about twice in the 
year, and training the shoots out carefully, the frame will be 
covered the first season. A moderate pruning must be given 
the next year, and the plants must be re-potted into larger 
pots, a free open soil being provided. We use good fibrous 
loam and sand, and a little peat, and, in some cases, a little 
thoroughly decomposed manure is admissible if the other soils 
are poor. Planted out in the borders of a warm conserva- 
tory, or in a warm greenhouse, these form some of the best 
plants for walls and pillars, and should be more extensively 
grown than at present. 

Propagated from the rooted shoots from the base of the 
plants, or by cuttings which root freely in a gentle bottom heat 
when nearly ripe. 

P. CapensiSf P. rosea, and P. Zeylanica are all good, although, 
perhaps, the preference should be given to the two former. 

Polygonatrini. — Hardy herbaceous soft -wooded plant. 
Grown for its general appearance and scented flowers. Mini- 
mum temperature (in pots), 40deg. The Solomon’s Seal is a 
fragrant early blooming plant, the habit and general appear- 
ance of which is shown in Fig, 104; it pays well either for 
forcing or in the warm or cool greenhouse, and the culture 
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is most simple. All that is necessary is to secure good clumps 
in the autumn, and to pot them in a compost similar *to that 
advised for the dicentra, affording plenty of drainage, as at, 
the time the plants are growing freely they require an abimdance 
of moisture. The plants should be well watered after potting, 
and they can then be placed in heat or otherwise, as may be 
required, and as soon as they start growing they must have a 
light position near the glass, so that they shall be prevented 

from drawing up weak and 
spindly, their height being pro- 
perly about 18in. The flowers, 
which are, as a rule, produced 
in axillary clusters, are of a 
greenish-white colour, and emit 
a pleasant perfume, particularly 
in the early part of the day. 
After blooming, the plants 
should be put out in a rich 
border to have a season’s rest 
and recuperate themselves. 
Plenty of water is necessary 
during the growing season, and 
even in the season of rest the 
plants — if kept in pots — must 

F,8. 104.-PoiTao».xaH M„LT.rLOB„H. 

stems, when produced in spnng, 
will be of but small value. 

Propagated by division of the root stocks, which somewhat 
resemble those of the water flag. 

The varieties that are useful for put work are : P. Japonicum, 
P. J. argenteum striatum (variegated foliage), P. multiflorum 
(Fig. 104), P. m. flore-plenOy P. m. aureum striatum (variegated 
foliage), P. roseumy and P. verticillatum, all of which bear 
whitish-green or greenish- white flowers, with the exception of 
P. roseum, which has rose-coloured blossoms. 

Portnlacca. — Tender succulent annual. Grown for its 
flowers. Minimum temperature, 45deg. The Portulaccas are 
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very useful for either in-door or out-door cultivation where 
the sitifation is warm and dry, and where there is plenty of 
,8un. The succulent nature of the plants renders them veiy 
useful for poor soils when used for bedding purposes, the 
colours being very bright and varied, while by keeping them 
pegged down the bed will be one mass of bloom and lively 
green foliage, and if the colours are kept separate, large masses 
of orange, purple, white, and crimson will easily be obtained. 
Planted from mixed seed, however, they will not look amiss ; 
in fact, some persons prefer this plan. Nice plants in 4in. 
or Gin. pots ai’e very useful for various decorative purposes, 



Fig. 105 .— Portulacca Aueantiaca, 

and if large flat stages in the conservatory have to be covered, 
these form one of the best plants to use largely. The seeds 
should be sown thinly on broad-mouthed pans or boxes, in 
sandy soil. Allow plenty of drainage, but be careful that 
the soil does not become dry, or the seeds will fail. A gentle 
bottom heat is a great advantage in raising the seeds, as 
the plants in that case come up quickly and well. When 
large enough they should be potted off into small pots, and be 
placed on a light shelf near the glass in a warm greenhouse. 
As soon as the pots become filled with roots, the plants should 
be shifted into the blooming pots, either 4in. or Gin., as desired. 
For soil we use a compost of good loam one part, decayed leaf 
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soil one part, and coarse sand and broken sandstone or crocks 
together one part, potting the plants fairly firm, and ^plying ^ 
water as may be requisite. A light, warm, but airy place will, 
suit the plants well, and too much water must not be given if 
it is desired to have the finest show of bloom, but at the same 
time the supply must not be so stinted as to cause the foliage 
of the plants to turn yellow. 

Propagated by seeds, as described above. 

Various named sorts exist, but, for all ordinary purposes, a 
packet of double and single mixed will be amply sufficient. We, 
however, give some names : P. alba, white ; P. alba striata, white 
and scarlet ; P. aurantiaca, orange ; P. aurea striata, orange and 
crimson; P. caryophylloides, striped; P. Thellusonii, crimson; 
P. T. splendens, rosy purple ; and P. Thorburnii, yellow. 

Primula (Hardy). — Hardy soft-wooded plant. Grown for 
its flowers. Minimum temperature (in pots), 36deg. The prim- 
roses are quite a host in themselves, and where there is only a 
cold house, or a house from which the frost only is excluded, 
they fill up a great gap in the supply of bloom, as many blossom 
as early as the end of February out of doors, and under shelter 
they may reasonably be expected to bloom at least a fortnight 
— if not three weeks — earlier. As the family is so large, we 
cannot afford space for a description of each kind (nor is that 
at all necessaiy), but must be content with general remarks. 

P. Sinensis and its varieties will thrive in a light house 
where frost is excluded, as will any of the hardy varieties ; but 
it must be remembered that in ail cases where plants are in 
pots it is absolutely necessary that means shall be provided 
to protect the roots from frost. The best- sized pots in which 
to grow Primulas are 4in. and 6in., according to the natural 
habit , of growth of each plant, and as the plants are very 
impatient of too much root moisture, care must be taken 
that the drainage holes are sufficiently large to admit of 
the free passage of superfluous water. The plants being 
in some cases rather deep rooting, the pots should be deep, 
rather than shallow, for their size. In all cases it is neces- 
sary to supply plenty of drainage, and also, in the case 
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of some of the alpine varieties, to place some broken sand- 
‘ stone rfbong the soil, so that a certain amount of coolness 
^nd moisture shall be maintained during the hot weather, A 
good general compost consists of two parts good mellow fibrous 
loam, not sifted, one part thoroughly decayed leaf soil, and 
sufficient sharp clean sand to insure the requisite amount of 
porosity for the free passage of the superfluous moisture. If 
possible, the house should face the north-east, as, during the 
summer, if the plants were permanent occupants, the sun 
would otherwise be too powei-f ul ; but ( if there is plenty 
of frame room, any house would be suitable, as the plants 
could be removed to frames facing the north during the 
hot weather, or from the end of May until October, when 
they could be returned to the house. This latter would 
also be about the best plan to secure the blooms in per- 
fection. As much air as possible should be admitted at all 
seasons, or the plants will become drawn and practically 
useless. Insects — but more particularly green fly, which will 
be sure to put in an appearance — are injurious, and it will 
therefore be found necessary to fumigate as soon as the first 
one appears, so that no damage may be done; for, as they 
attack the tenderest parts of the foliage, they soon destroy 
the heart, and consequently the bloom — if not the whole 
— of any plant which they may attack. Slugs and snails, 
although doing more damage individually, are not so much 
trouble to discover and exterminate as the fly, for while the 
former leave a slimy trail to show their whereabouts, the latter 
work so insidiously that only close examination will discover 
their presence. 

Propagated by seeds and by division of the plants. 

Amongst the kinds that may be grown in the cold house, 
the following are very good, but as the number of Primulas 
is so great, it is far the better plan for a purchaser to go 
to a large nursery and select such as suit his particular 
taste. The varieties of the common Primrose (P. acaulie ) — 
but more particularly the double varieties — are very useful 
and pretty, and, as they can be taken up and bloomed in 
the house and then returned to the ground, they should be 
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largely used for this work : P. acaulis Ji.-pL, pale yellow ; P. 
a. alba white; P. a. lilacina A.-pL, lilac; P. 'a. lutea^ 

fl,‘pl.f deep yellow; P. a. purpurea fl. -pi. y purple; P. a. rosea 
fl.-pl.y rose ; and P. a. rubra fl.-pl,, deep crimson, are the best 
doubles of the acaulis section. P. auricula (Fig. 106) contains 
many good things, especially the alpine varieties, and a dozen 
or two of good seedlings would not be a bad investment. P. 
a, nigra fl.-pl. is a good double black, and P. a, lutea, and its 



Fia. 106.— Primula Auricula. 


double variety, are good yellows, while the hybrids are legion. 
P. AUaica, purplish ciimson; P. Candolleana, purple; P. cor- 
tusoides and its varieties, are good tall Primulas of rather 
robust habit. P. erosa, lilac; P. minima, rose (about the 
smallest of the family) ; and P. verticillata, yellow (Fig. 107), 
may all be grown, but they require much care to do them well, 
unless a house is devoted to them alone. 


IPrimula Sinensis. — Half-hardy soft- wooded plant. Grown 
for its flowers. Minimum temperature, 38deg. The double (Fig. 
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109) and single (Pig. 108) varieties of P. sinensis are very useful 
for dectrative purposes in the winter and spring months, and, 



Fig. 107 — Flowbe of Pbimola Verticillata. 


AS they are of comparatively easy culture, they form — or rather 
should— -a very large part of the soft-wooded plants in bloom 
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from October to February. During the dull months of the yea: 
it often happens that ordinary geraniums and others misoel 
laneous plants are very chary of blooming, and then P. sinennii 
is very handy to have among plants that bloom at that season 
Doubles are far more trouble to grow than single varieties 
and the treatment is different; but the singles are as easy tc 
grow as grass, if ordinary care is used. There are also semi- 



Fig. 108 .— Pbimtjul Sinensis. 


doable varieties that are easily raised from seeds, and they are 
as easy to do as the singles, requiring the same treatment; 
bat, as we said before, doubles proper require quite a distinct 
treatment. 

We. will take the singles first. In the first place, it is abso- 
lutely necessary that the plants should be grown on steadily 
from the time of sowing until the time of blooming, nor during 
the whole period must they become pot-bound, for if they do 


FlO. 109.— PaiMUlA SlNE.VSlS Flori-pleno. 


will be comparatively poor. For this reason it is advisable 
to make more tban one sowing, as, by doing so, a better 
succession of bloom can be maintained. Besides, by liaving 
two or three sowings less risk is run, for if one batch is a 




290 Greenhouse Management for Amateurs. 


whole or partial failure others will not be so. And here let us 
say that it is useless to purchase cheap seed of Primula^, 
as the great cost and laboiir involved in saving goo^d 
seeds, and the comparatively small quantity produced in the 
best strains, renders them expensive, and a really good article 
is worth a good price. Those usually retailed in sixpenny- 
worths and shillingsworths are very poor, even if they are 
such as will grow, and the flowers as much resemble a good 
fimbriated strain as a buttercup resembles a first-class ranun- 
culus. Poor washy things, not so good in form as a common 
primrose, and of no decided colour, and very weedy withal, are 
produced from the seeds sold in ordinary retail trade. We 
therefore recommend the seeds in sealed packets, the lowest 
retail price of which is 2s. fid. ; and if a 5s. packet of a 
well-known English strain be obtained of a good house, little 
fear need be entertained as to quality. 

We sow seeds in April, June, and August, on the surface 
of rather finely prepared soil, in well-drained pans, and 
cover with sheets of glass, which are thinly whitewashed 
on one side to prevent the admission of too much light. 
The pans are then placed in a pit or frame where a tem- 
perature of fiOdeg. to fiSdeg. is maintained. Here the seeds 
germinate freely, and, as the plants get on towards the third 
leaf, the whitewash is removed, and air is gradually admitted, 
but care is taken not to allow the sun to burn the plants, 
as they recover from such a check to their growth very 
slowly. Previous to sowing, the pots are well soaked with 
water, by standing them in a tub with the water reaching up 
to their rims only. By this means enough is absorbed by the 
soil to render more water unnecessary until the seeds have 
germinated. As soon as the young plants have their fourth 
leaf they are potted off into Sin. pots, well drained, and with 
more sand in the compost than that mentioned further on. 
Or, if it is considered desirable, the plants are pricked off into 
pans, about lin. asunder, there to remain for a fortnight or 
three weeks. After this transplanting, they are removed to 
the pit or frame from which they were taken, and kept close 
for a few days to prevent them receiving a check, and then 
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air is gradually admitted. When the plants which were 
jAaced siftgly have filled the pot with roots, or when those 
pricked out have attained a fair size, the former are potted on 
into 4iin. and the latter into Sin. pots, and they are then 
put in a cold frame, but kept close for a week or ten days 
to prevent them from receiving a check. When they have 
again filled the pots with roots they are again transferred 
respectively, the one into their blooming, and the other 
into 4im. pots, these last having to be again shifted 
when the pots are full of roots. The plants are kept in a 
cold frame tmtil well into October, when they are removed 
into the greenhouse, where a temperature of 45deg. or SOdeg. 
causes them to bloom for a long time. At no time during 
their growth are they allowed to become dry at the roots, 
nor yet to become infested with insects, or failure is sure 
to result. It is also of much impoi*tance that the foliage 
be kept as short and healthy as possible, as long spindly 
leaves cause the blossoms to be hidden in a basin, as it were, 
instead of standing prominently above the foliage, as they 
should do to show to the greatest advantage. To ensure this, 
due attention must be paid to admitting air, &c., and, during 
the hottest part of the season, the plants may with advantage 
be stood in frames facing the north-west, as then the hottest 
rays of the sun will not reach them. Like most of the Primulas, 
P. sinensis (Fig. 109) and its varieties suffer much from a hot 
arid atmosphere, the majority of them requiring a somewhat 
moist condition while growing. When in the greenhouse 
during the winter season this must be nearly reversed, as then 
the fullest light must be afforded, and the house must be dry, 
or it is not at all improbable that the plants will damp off. 
Water must, of course, be given as required, but it will be 
found that less will be necessary than during the growing 
period. 

It is necessary always to supply a good amount of drainage 
to the pots, and to vary the fineness of the soil according 
to the size of the pot. Thus, in a small one the soil should 
be much finer than in a larger, and, generally speaking, more 
sand will be requisite in the earlier stages of growth than 

u 2 
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later on. On no account should liquid manure be given, 
or the result probably will be that the plants wi^l rot oiF 
at the collars, or disease will set in and cause failure 
a greater or less extent. For compost use about three parts 
good fibrous maiden loam, in a good mellow state, and one 
part cow manure and leaf soil in equal paHs, both of which 
must be thoroughly rotten. To this add enough sharp silver 
sand to keep the whole open. But in this preparation of 
compost a little judgment has to be used, as some soils differ 
in textui'e to a great extent, and therefore it is necessary 
to vary the propoi*tions. 

We do not advise the keeping of Primulas of this section 
more than one season, as they do not repay the trouble the 
second year. 

Double Primulas of the old variety are very troublesome 
subjects, and, unless proper accommodation for their culture 
exists, we do not advise their being taken in hand. Of course, 
for market purposes they pay a successful grower, but they 
do not pay the amateur for his trouble. The way they 
are successfully grown is as follows: The plants are broken 
up in April or May, and after each piece has been planted in a 
small 60-sized pot, they are placed in a brisk bottom heat, 
with a rather moist atmosphere. When well rooted, they 
are shifted into 4in. pots, and put back into the place 
whence they were taken until they are well established- 
When this is accomplished, they are removed into a more 
airy position, and placed as close to the glass as possible 
without actually touching it, and a certain amount of air is- 
given to prevent them becoming too weak and spindly. 

In potting, care must be taken that the plants are set suffi- 
ciently deep, or they will rot off at the collar. They should 
be buried to the base of the lower leaves, but not deeper, and 
if other points are properly carried out success is almost 
certain. Water must be carefully and not too abundantly 
supplied until the roots have taken good hold of the soil, but 
then the soil must not get dry, although at no time should it 
be soddened. The plants may be potted on until they roach 
6in. or Sin. pots, according to their strength, in which sizes 
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they should bloom. It is also advisable to apply a slight 
shade thiftmgh the very hottest weather, but this must i^ot 
overdone, or a great loss of strength will ensue. During 
the autumn and winter the plants should stand in a light 
airy house, somewhat near the glass, and a temperature of 
about 50deg. or 55deg. should be maintained, combined with a 
medium treatment, the plants being neither hurried nor allowed 
to stand still. Stagnant moisture should be carefully avoided, 
and air admitted according to the weather ; but in any case a 
close, heavy, stagnant atmosphere should be guarded against, 
as it tends to render the plants more liable to rot off. 

For compost, use three parts maiden loam, as recommended 
before, one part peat, and one or two parts leaf soil, with a 
liberal allowance of sharp sand. If, as sometimes happenB» 
the loam is rather poor, a little decomposed cow manure may 
be added; but this is a matter that can only be decided on 
the spot. Plenty of drainage must be afforded, or the plants 
are sure to rot off. 

Propagated from cuttings as described above, 

Fyrethnim auream. — Hardy annual. Grown for its foliage. 
Minimum temperature, 36deg. This- plant, which is so largely 
grown for its golden foliage, and which is used so extensively in 
bedding, is best raised from seeds sown in a gentle bottom 
heat in February, and when large enough pricked off into boxes. 
Harden off in May, and plant out where it is to remain. If 
preferred, the young plants can be put singly into pots, and 
grown on in warm frames; but, except where large ones are 
needed, we fail to see any advantage in the plan, as those 
pricked out about two inches apart in boxes will be strong 
enough for all practical purposes. 

Propagated by seeds as described above. 
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EISTECXIA. — Greenhouse soft- wooded 
plant. Grown for its foliage. Minimtim 
temperature, 38deg. Beineckia cornea va- 
riegataiB a graceful little fine-foliaged green- 
house plant ; the ovate leaves are variegated, 
one-half the leaf being white and the other 
half green. The plant is of comparatively easy 
cultui-e, and does not attain to any large size. 

We have generally grown it in the greenhouse 
for the whole year, and with the exception of keeping it well 
watered and attended as occasion required, have experienced 
no difficulty in its culture. A good compost of sandy loam 
and peat, and some sharp sand if necessary, is what we use, 
and of course a sufficiency of drainage is requisite. The 
plant is easily propagated by means of cuttings inserted in very 
sandy compost, and placed in a gentle bottom heat. When 
rooted the cuttings are potted off singly into small pots, and 
returned to the frame until the roots have taken possession of 
the soil, and then they can be hardened off somewhat, and 
placed in the greenhouse. During winter the plant can be kept 
growing, and presents a pretty appearance. If in a cool house 
it must be treated as a perennial of doubtful hardiness, as it is 
hardy only in some parts of the XJnited Kingdom. For general 
work it can be done well in the manner described, and doubtful 
as it may appear to many, appears to thrive with the treatment 
given. 

Propagated by cuttings as described above. 


Bhodanthe. — ^Tender annual. Grown for its flowers. Mini- 
mum temperature, 40deg. As summer decorative plants the 
Rhodanthes hold a deservedly high place, as they are light 
elegant in habit, and of pleasing colours. The flower is what is 
termed an everlasting, and, like other plants of this class, can be 
advantageously used for winter bouquets, provided they are cut 
and dried in a proper manner. For various bouquets the blooms 
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also come in useful, and in those for buttonholes nothing looks 
prettier A combined with other blossoms in a judicious manner. 
yhe_ blooms being rather tassel-like, and pendent or drooping, 
combine well with more erect subjects, and the colours also have 
the same advantage. The culture is very simple, so simple, 
indeed, that it is a matter of surprise to us that this plant 
is not more extensively grown by amateurs. With some of the 
metropolitan nurserymen, however, the case is different, as 
they find them very profitable, Mr. Mailer, of Tottenham, alone 
selling from 10,000 to 15,000 each season, according to the space 
he can devote to them. The seeds are sown in February and 
March successionally, in well-drained wide-mouthed pans with 
soil having a rich light compost, rendered porous by the 
addition of a fair quantity of sand. These pans should be 
placed in a moist gentle bottom heat, and when large enough 
the plants should be potted off five or six in a 4in. pot, in 
good, light, rich soil, and gradually inured to the greenhouse, 
which should be Hght and cool, or they will become drawn. 
If fair treatment is given, they will flower in May and 
June, well repaying the trouble bestowed on them. The 
ordinary treatment given to other soft wooded plants is all 
that is necessary. 

Propagated by seeds as described above. 

For sorts, use E, Manglesiiy rose ; JR. atro-sanguineat crimson; 
A, maculata, rose and yellow ; and B, maculata alba, white, all 
of which are very pretty and useful. 

Hhododendron. — Nearly hardy, hard wooded shrub. Grown 
for its flowers. Minimum temperature, 36deg. The green- 
house varieties of these plants are very beautiful, their large 
somewhat laurel-like leaves, and great terminal clusters of 
azalea-like flowers, being splendid, and, by using a little care 
in their selection, a fine and varied display can be had with 
no veiy great amount of labour. Of course, with all plants 
used in indoor work there is more or less trouble, but with 
rhododendrons this is small compared with the results obtained. 
In the fii*st place, it is necessary that plenty of root room 
be afforded, for although not rooting so vigorously as many 
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other plants, these do not succeed well if much ^ cramped 
for space. The best plan, where space exists, is to plant 
them out in the borders of a conservatory, and then the^ 
full beauty is obtained. Good sound fibrous peat will be 
found the best soil, to which should be added enough sharp 
silver sand to keep it well open, as the soil cannot be removed 



Pig. 110.— Ehododehdroh Ponticvii. 


from amongst the roots, the close fibrous nature of which 
causes them to form solid balls, and of these the whole or 
partial destruction would cause the death of the plant, or loss 
of the greater part of the foliage — a great point with expensive 
varieties. As rhododendrons only require the exclusion of frost, 
a cold house is all that is necessary; but many of the sorts 
force well, and a large conservatory that it is desired to ke^ 
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well fumiBlied with as little fire heat as possible is as good 
a plact as any for the reception of these. As a rule, they 
should be re-potted every year, as soon as they have ceased 
blooming, not receiving more than a 2in. shift ; press, or rather 
ram, the soil down hard by the side of the old soil, or the water 
will escape by the sides of the pots, and, as a consequence, the 
plants will become dry, and, if the evil is not rectified in time, 
they will soon die, or become injured irreparably. By using a 
little care in training, it is quite easy to maintain the plants 
in good form without much pruning or cutting back, which ^ 
unless the plants are very straggling, should not often be 
resorted to, other than to reduce their size should it become 
too large. At no time must the plants get dry, although the 
supply of water should be diminished in winter, but, during the 
growing season, almost unlimited supplies should be given. For 
this reason plenty of drainage should be allowed, or in many 
cases the soil will become sour and stagnant, and the plants 
necessai’ily suffer. 

Propagation is by grafting on stocks of some inferior kind, 
but this is quite out of reach of the general amateur. 

For sorts, the following will be found a good selection, and 
will, doubtless, please anyone choosing from it; R. Princess 
Royal, rich rose ; B. argenimm^ white, black spots ; B. 
Falconeriif creamy white; R. Countess of Haddington, blush 
white; JB. campylocarpum, primrose yellow; JB. ciliatum, blush 
and white; R. Daihousie, blush white; M. Dennisonii, white, 
lemon throat ; B. Edgworthii, white ; B. fragrantiseimum, white, 
shaded blush ; B. fulgens, crimson scarlet ; JB. Gibaonii, blush 
white; JB. jaaminifloruvif white; B. Javanicum angustifoliumf 
orange yellow ; B. McNabii, blush ; B, Nuiialliif white ; JB. Pon- 
ticum, purple (Fig. 110); R. Prince of Wales, reddish orange; 
R. Princess Alice, blush white; R. Princess Helena, soft 
pink; R. Princess Mary, white; B. tubifiorum, dark reddish 
purple; B. retuaum, reddish orange; JB. Veiichianumy white, 
yellow base ; JB. virgatuniy white. This last is most remarkable 
from its being the only one having axillary flowers ; but all the 
others are desirable either for their blooms or scent, which 
latter in. some kinds is very fine. 
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Bichardia.— See **Oalla.” 

o 

BiciillUi. — Half-hardy annual. Grown for its foliage. 
Minimum temperature, 40deg. The Castor Oil Plant is very 
useful in the sub-tropical garden, and also in the conservatory as 
a fine foliaged plant, its large palmate leaves being very 
effective, especially when the plants are grown with one stem 
from two to four feet high, and, as it is of easy culture, there is 
no reason why it should not be grown for both purposes where 
space permits. The culture is of the simplest, as the plants 
will grow in any ordinarily good soil, and when grown in pots, 
a fairly rich free compost is all that is necessary, provided a good 
drainage is afforded. The seeds should be sown on a good 
bottom heat in March, and in the greenhouse in June, if 
plants are required late in the season for indoor use, as, for 
purposes of house decoration, they look better in a brisk 
growing state than when fully grown. We prefer to sow the 
seeds singly in small pots, and when large enough to transfer 
into 4in. pots, whence the plants can be permanently removed 
into 6in. or Sin. pots, as may be preferred, but at the same 
time they do best in the larger sizes. The earlier sown 
should be shifted into the greenhouse as soon as the first pair 
of leaves— not the seed leaves — are fully expanded, and can 
be grown on steadily, so as to be good plants to put out 
in June, while the second batch can be grown on in the frames, 
or outdoors xmtil the end of September, when they can be 
taken indoors. It will be found necessary to give liberal 
supplies of water, and an occasional dose of manure in a 
liquid state. In other respects the treatment is the same as 
for the tobacco plant. 

Propagated from seeds, as described above. 

For sorts, use JB. communis major, buff ; J2. sanguineus, red ; 
R, variahilis splendens, various; and B, viridus, green. As 
companion plants to cannas and other stately subjects, the 
Eicinus are very fine. 

Rochea.— Greenhouse succulent soft-wooded plant. Grown 
for its flowers. Minimum temperature, 38deg. B, falcata 
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is a nice, higlily ornamental succulent, producing large Leads 
of scarlet flowers, somewhat like the Kalosanthes, which the 
whole plant somewhat resembles, and it contrasts well with the 
fresh green colour of ferns, <fec. As the plants can be had well in 
bloom in August, they are very useful, and if kept dwarf can be 
placed almost anywhere in decorating. It is this dwarfness 
that renders them so useful, and therefore it is necessary to 
use all possible means to obtain it. It is best done by keeping 
the plants near the glass during their growth, and this alone 
will cause them to be dwarf. We have generally given the 
plants the same treatment as kalosanthes, and we have found 
it to answer very fairly, so we must refer our readers to that 
head for the cultural directions. Bochea falcata is also very 
useful for window garden culture, and therefore young plants 
are generally much valued. 

The mode of propagation is very easy, and in no essential 
point varies from that of pachyphytum. Of course, it is really 
necessary that only mature leaves be used for the purpose, 
and that they be perfect. The young plants should be placed 
as near the glass as possible after potting, and at all times 
care should be taken that they do not draw up too high, or 
all their beauty will be lost. - With all succulents of this 
nature it is desirable to maintain the plants as dwarf as possible 
consistent with their habit, as bare stems are not beautiful. 

Roallia. — Hard-wooded greenhouse plant. Grown for its 
flowers. Minimum temperature, 45deg. Boellia ciliatat from 
its peculiar appearance both of foliage and bloom, is worthy a 
place in all collections of hard- wooded plants, and, as it is quite 
distinct from the generality of greenhouse hard- wooded stocky 
it contrasts favourably with all of them. It is not a plant 
that is inclined to make over large specimens, or to outgrow 
the space allotted to it. For decorative purposes it is 
extremely effective, its distinct purple-tipped white blooms, 
about an inch across, and much resembling those of the 
petunia in form, almost covering the surface of the plant, 
and quite hiding the rusty appearance of the ovate foliage, 
which is the chief drawback to the general beauty of the 
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Roellia when out of bloom. In no case must this plant 
be subjected to cold treatment, as that simplj meaiis an 
earlier or later death from mildew. A minimum temperature of 
45deg. or 50deg. must be maintained in winter without sun heat, 
and the plants must be kept near the glass, as they are 
essentially light-loving subjects, and must not be shaded at any 
time, either by shading the glass or by placing tall plants over 
them, or their great enemy, mildew, will soon put in an 
appearance and cause destruction. Plenty of drainage must 
be afforded, and for soil, use good fibrous peat, with about one- 
sixth part of sand added, potting moderately firm, as it is a 
rather free-rooting subject, much more so than would be 
generally supposed from its apparently weak habit. The best 
time to commence the culture of the Roellia is about the 
beginning of March. Obtain healthy plants in Gin. pots, make a 
shift into pots 2in. larger, and,* as before mentioned, give plenty 
of drainage, and pot moderately firm. As this is a plant that 
requires training, a sufSlciency of sticks should be put round the 
edge of the pot in the new soil to avoid damaging the roots, 
and to these sticks the shoots should be trained as much as 
possible. Care must be taken to remove the blooms as soon as 
they appear, and this is about all the pruning the plants will 
require, as they are very regular growers. Admit no side air 
for two or three weeks, and damp the stage on which the plants 
stand, but on no account must there be syringing overhead. 
Attention must also be paid to watering; give water only 
when they require it, and then give sufficient to pass through 
the pots, for, Like most of the plants from the Cape, these do 
not like an indiscriminate supply of water, too much moisture 
at the roots causing bad health. Keep the plants in an airy, 
light house, near the glass, and during the spring and early 
summer months close early in the afternoon to retain the sun 
heat as much as possible. During the summer give plenty of 
air during the daytime, and wet the stages and pots, but not the 
foliage, as the latter would tend to make the plants more readily 
susceptible to the attacks of mildew. About the middle of 
August leave air on all night, and keep them quite cool imtil 
October, after which close the house at night or the plants will 
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be cbilled. Remove all bloom buds as soon as fonned, as it is 
not w#ll to let the plants exhaust themselves in blooming the 
first season. Place through the winter near the glass, in a 
house where the temperature is not less than 45deg. at night, 
and keep the plants neatly trained out and tied. This is 
necessary, as the plant, being naturally of a procumbent habit,, 
soon forms an unsightly straggling mass if left to grow as it 
pleases. About March re-pot and treat as before if exhibition 
plants are required, but if they are required for decoration only, 
let them bloom, which they will do freely if permitted; after 
blooming proceed as before described, and each year repeat the 
same treatment. The Roellia does not require to be placed out 
of doors during the summer, but rather the reverse, as cold or 
cutting winds cause a more rusty appearance, and do the plant 
no good. Mildew is the chief foe to be combated; for its 
better prevention all dead flowers and leaves must be kept 
removed; and for a cure, flowers of sulphur must be freely 
applied on its first appearance. The only insect that will live 
on the Roellia is brown scale, and that can be easily kept under 
by the aid ^f a small brush, as it does not increase very fast. 

Sose. — Hardy hard-wooded shrub. Grown for its flowers. 
Minimum temperature, 36deg. Roses are among the most 
beautiful of the hardy subjects, and as they are of very easy 
culture indoors they should be well represented. Whether 
the house is heated or not, roses can be well grown in it 
if proper treatment and sufficient light be given; but it is 
not possible to bloom them well in a dark house. It is 
also almost, if not quite, impossible, to obtain any bloom 
if the plants become encrusted with insects ; and to this point 
particular attention has to be paid, as on it the chance of 
ultimate success principally depends. Of course, other points 
have to be attended to, but the destruction of insects is 
one of the most important, as, however good the other treat- 
ment may be, if this is neglected, no good results can be 
obtained. 

It is desirable that roses to be bloomed indoors should be well 
established in pots before they are brought in ; and, indeed, it is 
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better if they have been so growa a couple of seasoas before 
housing, as then they thrive the more. The method of pitting 
and growing in pots will be found fully described in the Rev. J. H. 
D’Ombrain’s “ Roses for Amateurs.”* It is necessary in growing 
roses indoors that plenty of drainage be afforded, and also 
that a rich and porous soil be used, as the amount of water 



Fig* 111.— Cbxstbd Moss Bosb. 


that has necessarily to be given is apt to turn a close soil 
sour, and to render it unfit for the use of plants. 

Roses can also be profitably employed to cover the interior 
of the roofs of conservatories or greenhouses ; and for this 


* ** Boses for Amateurs ; A Practical Guide to the Selection and Oultiration of the best 
Boses, both for Exhibition or mere Pleasure.” By the Rev. J. Honywood D’Ombrain, 
Hon, Sec^of the National Bose Society. lUustratea, Post free, Is. (London : L. Upcott 
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purpose they can be planted out, either in inside or outside 
border®, in the same manner as vines, or they can be grown in 
large pots or tubs. The best plan, however, is to plant them out 
in a cool house, where light and ventilation are well provided, 
and then by judicious treatment a splendid harvest of bloom 
will be obtained with but little trouble. 

Just as the plants may be required early or late so must 



Fig. 112.— Bourbon Eos*. 


the time vary for bringing them indoors, and due allowance 
must also be made for the temperature of the house. In no 
case should the plants be exposed to frost, but previous to 
bringing them in they should be kept in frames, and then they 
will be found to thrive far better. 

Carefully prune the bushes and introduce them to a house 
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where the tem^^erature is about 45deg. to SOdeg.; keep the 
soil just moist until they break into growth, and theiT’ apply 
water according to development and to outside weather ; when 
bright sunshine prevails, more moisture is requisite than when 
it is dull and cloudy. The breaks or shoots should be 



Fia. 113.~Nox8Em Boss. 


reduced to from four to twelve of the strongest, according to the 
size of the bushes, and these should be carefully trained out so 
that both light and air are freely admitted to all parts of the 
foliage. Great care must be taken to prevent mildew, but 
should it appear, flowers of sulphur should be at once applied 
and syringed olC at the end of twenty-four hours with water 
of the same temperature as the house; or Ewing’s Mildew 
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Composition should be applied. Green fly must also be removed 
as soo^> as it appears, and this is best effected by the use of a 
small brush, say a stiff camel-hair pencil Plenty of light is 
an absolute necessity, and air should be given more or less at 
every favourable opportunity. 

When the plants cease blooming they should be removed to 
the frames until such time as they can be safely plunged 



Pio. 114 .— Tea Boss. 


outdoors, and great care must be taken throughout the growing 
season to cause them to make fine ripe wood, as on this the next 
year’s bloom depends. In all cases it is absolutely necessary 
to remove insects, to keep the plants regularly and uniformly 
supplied with a sufficiency of moisture, and to treat as recom- 
mended above. Roses are essentially hardy plants, and must be 
so managed. 


X 
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Propagated by budding or grafting on stocks of tbe wild 
briar, or on Rosa manetti. Full directions for this process are 
given in the book just referred to, also on raising young plants 
from cuttings. 

The chief types of roses are: The Moss, Bourbon, Noisette, and 
Tea; and of these we give illustrations (Figs. Ill, 112, 113, 114). 

Amongst the sorts that are of most service in the house are — 
Mar^chal Niel, bright yellow; Celine Forestier, deep canary 
yellow ; Devoniensis, creamy white ; Gloire de Dijon, buff, 
orange centre ; Niphetos, white, pale straw yellow centre, buds 
very useful ; Safrano, bright apricot. Like the last, very fine in 
the bud ; Souvenir de la Malmaison, blush, flesh centre ; Victor 
Verdier, deep carmine; Senateur Vaisse, dazzling red; Prince 
Camille de Rohan, deep lurid crimson; Madame Victor Verdier, 
cherry rose ; Madame Gustave Bonnet, pure white, shaded 
carmine; Jules Margottin, glossy pink; Geant des Batailles, 
crimson ; Baronne de Maynard, pure white ; and Madame 
Plantier, pure white, which are all useful for the above purpose, 
and, as we have grown them ourselves, we can recommend them 
with confidence. The fairy roses also are very useful, and re- 
quire practically the same treatment. 



^LVIA. — Half-hardy, soft- wooded, plant. 
Grown for its flowers. Minimum tem- 
perature, 36deg. Salvias are plants which, 
from their beauty and easy culture, are 
well suited to the wants of the amateur, 
and, as most of them- are grown as easily 
as a chrysanthemum, there is no excuse for 
not cultivating them. Some of the colours are 
very bright and attractive, and the scarlet S. 
coccinea and blue 8. patens are very fine if grown well. Indeed, 
we believe that there is no blue flower to excel 8, patens (which 
is shown in Fig. 115), for either purity or brightness, fif. JSoe- 
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meriana is a nice dwarf crimson variety, rarely exceeding 6in. 
in h^ght, and, wlien well bloomed, the plants are veiy pretty. 
Salvias can be raised from seeds very easily, but, when a good 
variety is at hand, it is the more politic course to propagate 
by cuttings, as then the plants are certain to bloom as well as 
the parent, whereas with seedlings this cannot certainly be 
depended on, as in nearly all cases some variation from the 
parent plant ensues, and, although this may be of some 
advantage in perhaps a few plants, it is more generally a 
disadvantage, as some trifling defect, such as taller growth, 
duller colour, or perhaps not quite so floriferous a habit, will 
quite spoil the effectiveness of a lot of seedlings. 

For decorative purposes Salvias come in very useful, as their 
spikes of sage-like blooms, when cut, can be worked in for many 
purposes, and the plants, when well grown in pots, are very 
effective for table and room decoration, but more particularly 
the latter. The objection to them for this purpose is that they 
exhale a disagreeable perfume if they are in the least crushed. 
As beddiug plants, too, they are very useful if the soil is of the 
right sort, but in some soils the sage-like foliage will be more 
conspicuous than the flowers, and this is not very desirable in 
bedding plants. 

The propagation by seeds is a very simple affair, so long as 
the seeds are good, but, if too old, very few will germinate, and 
the result will be a comparative failure. In fact, we have more 
than once suffered disappointment from this cause, and should 
therefore advise readers to save their own seed, or to purchase 
only of good firms. We have always found it the easiest plan, 
when raising plants from seeds, to sow them on sandy soil in 
well- drained pots, and to place these pots in a gentle bottom 
heat, keeping the soil uniformly moist, but not soddened with 
wet. As soon as the plants are in rough leaf they should be 
potted off into small pots and returned to the bed, and, as soon 
as the roots have taken possession of the soil, the plants should 
be gradually hardened off, and afterwards treated as rooted 
cuttings. 

Cuttings should be made in March, and inserted in pots of 
sandy soil, having plenty of drainage j these pots should then 

x2 
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be plrfced in a gentle bottom beat, and if the ordinary rules for 
striking cuttings of this class be carefully attended to, tb«y will 



Fxa. 115.— Saltia Patskb. 

nearly all do well. Of course, it is only reasonable to expect a 
certain amount of loss ; this with us is only about five per oeui.» 
but where persons are not used to the work a larger percentage 
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may be fairly expected. When the cuttings are rooted they 
should be potted off into small pots, in a light sandy loam, and 
when the plants are established in their new quarters they 
should have treatment suited to their requirements. We do not 
recommend striking cuttings late in the season for winter work, 
for which purpose we prefer to treat the plants as descnbed 
further on. 

Plants for bedding purposes should be got into 48-sized pots 
as soon as the roots kiss the sides of the small ones, and the 
compost used should be a rich sandy loam, to which has been 
added some leaf soil or thoroughly decayed manure. They 
should be kept in a genial growing atmosphere, and such an 
amount of water applied as may be found necessaiy for their 
steady growth. Such plants as are inclined to run up too 
spindly should be stopped, to induce them to break freely and 
form bushy specimens, about 2ft. high, as these are most useful 
for bedding purposes. They should be gradually hardened off 
somewhat before planting outdoors, which should be done at the 
usual time. 

Such plants as are to remain in pots for the season should be 
placed in a cold frame in May, and, as soon as necessary, re- 
potted into 6in. or Sin. pots, and kept close for a day or two. Heed 
must be given to stopping and training, so as to cause the plants 
to assume a nice pyramidal form, and also to prevent them from 
blooming ; and the best preventive for this is not to allow the 
plants to become pot-bound or dry at the roots. About August 
they should be re-potted into Sin. or lOin. pots, as may be 
necessary, and pinching the points of the shoots must still be 
adhered to to prevent the formation of bloom, but about the 
third week in the month this should be discontinued, or the 
object of obtaining bloom during the winter will be frustrated. 
About the middle of September the bloom buds will commence 
appearing, that is, if the plants are sufficiently potbound, and 
then it is advisable that liquid manure — preferably sulphate of 
ammonia — should be given once a week. About the end of 
September the plants should be removed to their winter 
quarters in a light aiiy greenhouse, where a temperature of 
about 45deg. can be maintained, and by watering with liquid 
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xnanure from once to thi’ee or four times a week, according to 
tlie season, large quantities of bloom will be obtained'. In 
growing plants in pots it is necessary to plunge them in a bed 
of ashes outdoors, from the end of June to the end of August, 
and it is needless to add that it is necessary to supply water in 
abundance during the hot weather. Frequent syringings will 
also be found necessary to keep down red spider, and the foliage 
must be wetted underneath as well as on the top. Although the 
foregoing is a good plan, we do not think that the plants do so 
well as when treated as described below. 

Gk>od thrifty plants should be chosen about the first week of 
June, and these should be planted out 3ft. or 4ft. asunder in rich 
soil in the kitchen garden, and care must be taken to get them 
in good form by pinching and training, as described above. A 
pyramidal form is the best, as it causes a greater display of 
bloom, and as a rule exposes the whole surface of the plant to 
light, a matter of much importance to plants of this description 
which are required to bloom in winter. During the season the 
soil should be often cut down at a distance of about Sin. from 
the stem of the plant to sever the roots, and so cause the pro- 
duction of a ball of fibrous roots, a point of the gi’eatest import- 
ance. Plenty of water is necessary during the hot weather, and 
syringing must not be forgotten, or in sandy poor soil red spider 
will be very abundant. The last pinching should be given about 
the first week in August, and eaidy in September the plants 
should be carefully taken up and placed in well-drained pots, 
boxes, or tubs, so that the roots are disturbed or reduced as 
little as possible. The interstices should be firmly filled in with 
good sandy soil, and the plants well watered to settle the roots. 
They should then be placed in a frame and kept close for a few 
days, and then removed to the house where they are to bloom. 
Old plants from the beds, if showing plenty of unexpanded 
buds, can also be treated in the same way. Old plants should be 
cut down, potted, and wintered in a shed, or any place where 
frost csCnnot reach, and if started in the greenhpuse in February 
will alEord plenty of cuttings. When they break again they 
can be divided, and then make good border plants. 

Propagated by seeds or cuttings as described above. 
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For sorts, B. paiens, blue ; B. coccinea, scarlet ; B. c, pumila, 
scarlet; 8. splendevs, scarlet; 8, BoUmemis verticulata, 
scarlet; and 8. Heerii, scarlet, are best suited for bouse 
decoration in winter; and 8. hicolor^ blue and white; 8. 
Bcemeriana, scarlet; and 8. fulgens, dull scarlet, for bedding 
purposes ; but, at the same time, some of the hardy kinds are 
very useful. 

Sarraoenia. — Greenhouse soft-wooded plant. Grown for 
its foliage. Minimum temperature, 40deg. Amongst the so- 
called carnivorous plants, the Sarraceniae hold a prominent 
position, and as some of them are of easy culture, we give 
them a place. The peculiar pitcher-like form of the leaves of 
these plants is the inducement to grow them, and this is 
well represented with the flower in Fig. 116, but the form 
of the pitchers varies with different kinds. The flowers are 
somewhat poppy-shapped, as shown, and are not unhandsome. 
One or two plants are very good in the greenhouse, as their 
presence tends to increase the interest in the place. As with 
a good many other things, it is, however, possible to have 
too many of them, and therefore it is as weU to restrict the 
number to a few only, unless indeed they are grown to give 
away. Most growers give too much heat, and from our ex- 
perience of plants grown in the followmg manner, we rather 
incline to a cool treatment. We have found a temperature of 
40deg. to 45deg. through the winter, rising to about 70deg. 
in summer, to be quite enough to produce fine plants. 8. 
purpurea is quite hardy ; in fact, we might truthfully say that 
it is one of the hardiest exotic plants we have, standing in a 
cold exposed wet bog all the year through, and luxuriating in 
a position which would kill hundreds of our native plants. 
At Glasnevin it usually stands outdoors in frost and snow, 
and, according to some folks, seems to like the severe weather, 
but, as with all other hardy plants, if grown indoors, care must 
be taken that the pots do not become frozen, or the damage 
done to the roots, which are, as a rule, just inside the pot, 
and not protected by the soil around, will be very great. As 
one of the so-called carnivorous plants, this Sariucenia is well 
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equal parts, to which should be added a fair amount of crocks 
and clfta’coal, broken rather small, and a liberal sprinkling of 
>san<L In potting, use either Matthews’ orchid pots or pots about 
half filled with crocks, so that plenty of drainage may be 
afforded, as these plants require large quantities of water to 
grow them well. With the exception of fif. JDrummondii alha 
and fif. B. ratra, which should be re-potted in July, all the 
plants should be re-potted in Februaiy, the old soil being 
carefully removed. Pot moderately firm in such a manner that 
the creeping growths are just above the compost. Water 
must be applied daily as the plants come into full growth, 
sufficient to soak the soil being given at each watering. The 
plants should be stood on a shelf near the glass on the south 
side of the house, and the shelf should be covered with about 
an inch of charcoal or other absorbent substance. This layer 
should be soaked with water once or twice a day to maintain 
a somewhat humid atmosphere around the plants, as it is not 
advisable to syringe them. As the growth is ripening, less 
water should be given ; and, during the time they ai*e at rest 
water applied twice a week is ample. 8. purpurea can be 
successfully grown in a cool house, or in a house not heated, 
but where frost is excluded; and the same general treatment, 
except temperature, may be given as for the others. The 
plants of this species can also be syringed with advantage; 
in fact, it is almost an aquatic. 

Scale is the chief insect enemy that affects Sarracenias, and 
great care must be taken that they are destroyed as soon as 
they appear, or most disastrous results are almost sure to 
follow. A sharp watch must also be kept for other insects, 
thrips in partic^ar, as they do much harm. 

8. Brummondii alha, white; 8. Brummondii ruhra, red; 8, 
psittacina, pinkish lilac ; and 5 . purpurea, purple, are all good 
and interesting, and are, perhaps, as easy to grow as any. 
For the amateur, these plants are well suited, as they are 
both curious and beautiful. 

SaxiAraga. — Hardy, herbaceous, soft-wooded plant. Grown 
Cor both foliage and flowers. Minimum temperature (in pots), 
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S5d6g. One of tlie Saxifrages, B, sarmentosa, is verj prettj as a 
hanging basket plant, and is, moreover, very easy to grow, its 
almost round, hairy, reddish veined leaves, and spikes of nearly 
white flowers, being very elective when the plant is suspended in 
a basket. The chief point is to keep it well supplied with water 
while it is in full growth, and to use a compost of about two- 
thirds sandy loam and one-third leaf soil and sharp sand 
mixed. A good sprinkling of broken sandstone or brick should 
be added to the compost, and plenty of drainage should be 
afEorded. Provided the plants are kept well supplied with 
water, and have an occasional dose of liquid manure when in 
active growth, they will make fine specimens in a very short 
time. Re-potting once a year as soon as they have bloomed 
will keep them in good fettle for many years. They are 
easily propagated from the numerous offsets, pegging them 
down on a pot of soil being sufficient. The colour of the 
flower is rosy white, or its general appearance favoui-s that 
impression. 

Propagated by division of the rooted runners, as with straw- 
berries. 

Schizanthus. — Half-hardy annual. Grown for its flowers. 
Minimum temperature, 45deg. This is a handsome half-hardy 
annual of easy culture, suitable alike for both outdoor and 
gi’eenhouse decoration, bearing an abundance of bloom (Fig. 
117), and of bright colour and rather tall habit, rendering the 
plants very useful in their season. When well grown, either 
singly in 4in. pots, or, what is better, three in a 6in. pot, 
they ai*e very effective, and the colours being very showy, they 
form veiy noticeable subjects. The seeds should be sown on 
a gentle bottom heat or in the greenhouse about March, or 
even the middle of February, but we have found March 
early enough for all practical pui’poses, although, to suit 
special places, the earlier time of sowing might be useful. 
The -seeds should be sown on fairly rich light soil, rendered 
sufficiently porous by the addition of such a quantity of sharp 
sand as may be necessaiy for the purpose. As soon as the 
plants ai*e large enough to handle they should be pricked 
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off singly into small pots, and gradually hardened off, so that 
ihey caif be removed to the cold frame about the end of April, 
yhen these pots are filled with roots 
the plants should be shifted into 
their blooming pots, and care taken 
that they have sufficient drainage, 
and that the soil is rich enough to 
sustain them in good foliage. As 
soon as the weather admits, they 
should have full exposure, and should 
be treated as other pot plants; as 
the pots become filled with roots, 
weak liquid manure should be applied 
each alternate watering, and when 
the bloom buds show colour, the 
plants can be removed into a cool 
light conseiwatory to bloom. Seeds 
may be saved on the best plants, but 
it prolongs the bloom to keep the 
seed vessels picked off, as the effort 
used in producing seeds soon ex- 
hausts the vigour of the plants. 

Propagated by seeds, as described 
above. 

For sorts, select from 8. GraJiami p,a, in.-scHrawTHui 
(Fig. 117), scarlet and orange ; 8, Geahami. 

grandiflorua oculatia, purple and rose ; 

8, oculatia pyramidalia, violet ; 8, pinnatua, rosy pm*ple ; 8. re* 
tuaua, rose and orange; 8, albua, white and orange; and 8, 
papilionaceua, spotted. 

Scilla. — Hardy, soft-wooded, bulbous plant. Grown for its 
flowers. Minimum temperature (in pots), 36deg. Squills do 
very nicely for cold-house work where early bloom is required, 
and they can also be used in the warm greenhouse, but as 
they do not thrive so well in the latter as in the former, it is 
perhaps the better plan to devote them to the former class 
of house only. The culture is of the simplest : potting the 
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bulbs tbe same as crocuses, and using the same kind of soil, 
and, in fact, treating in the same manner as recomiCnended 
for those plants. Their hyacinth-like habit and pleasing huesi 
render them veiy useful as small decoi*ative plants, and if the 
blooms are wrred and mounted like those of the hyacinth, they 
work in well for table decorations and for bouquets, but more 
particularly for buttonhole bouquets. 



Fig. 116.— Scilla Campakxjlata Alba. 


Propagated by division of the bulbs, which increase naturally, 
fif. hifolia, dark blue ; 8. campanulata alba, white (Fig. 118) ; 
8. hifolia rosea, rose; 8. nivalis, pale blue; 8. Siberica, hlne ; 8. 
Peruviana, blue; 8. P. alba, white; 8: vema, blue; and 8. 
wutams roeeat rose, are all gems for the cold house. 

8aricograp]iis.--Oreenhou8e hard-wooded shrub. Grown 
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for its foliage. Min imum temperature, 45deg. Sericographis 
Ohieshi/^ghtii is a plant that is suited to a warm conservatory 
pr greenhouse only; but as it can be done very well with some 
of the plants we have already mentioned, and as it is very 
useful from a decorative point of view, we give the cultur^ 
directions for it. Its fine feathery scarlet flowers are set off 
to great advantage by the bright green shining leaves, and 
from its comparatively easy culture it will be found very useful 
where a little convenience exists to meet its requirements. In 
the first place, it is necessary to get the growth on early, 
that good useful plants shall be made during the summer, 
and that they may have time to mature ere winter sets in. 
As a general rule, late-struck plants do badly ; for as they do 
not get thoroughly matured, they, as a matter of course, do 
not bloom at all, or, if they do, it is very poorly. 

As soon as the plants have ceased blooming they should be 
placed in a brisk and moist bottom heat for a week or two to get 
them into free growth, when the tips of the shoots will strike 
freely if properly treated. Cutting pots should be prepared by 
half filling them with crocks on which a little coarse fibrous peat 
should be laid, and then the pots should be nearly filled with 
sharp propagating sand. The cuttings should be inserted about 
an inch or so apart, round the sides of the pots, which should 
have been thoroughly watered and drained previously to in- 
serting the cuttings. These pots must be placed in a close 
moist heat, when the cuttings will strike freely, after which 
they should be potted off singly into small pots, and nursed 
gently on in a moderate moist heat. We have done this 
part of the process in an ordinary cucumber frame, where the 
bed had become sweet, and the plants throve very well; but, 
if a propagating frame exists in the greenhouse, it is best 
to strike all cuttings therein. When well rooted the points 
should be pinched out to induce a bushy growth, and, when 
this has been attained, or, rather, when the young plants 
have broken freely, they should be placed on a light, airy 
shelf until the middle or end of May, when they should be 
re-potted into 4in. pots, and gradually hardened off pre- 
paratory to placing outdoors in a cold frame. The time 
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for putting them out would depend on the state of the 
weather; well on into June will do if the seasol^ is hot# 
but if cold the plants may remain for another week or so i^ 
the house. When placed in the frames, the pots should be 
plunged in half-spent leaves, and the plants should be syringed 
once or twice daily, according to the weather. If treated 
thus, and the frame is closed early, the plants can be finally 
shifted into Gin. pots about the end of July. During September 
the syringing should be gradually discontinued, and the frames 
should be drawn of£ every fine day to harden off the plants 
and induce a good sup*ply of bloom. About the last week in 
September they should be removed to a warm greenhouse, 
and they will soon commence to bloom well. During winter 
a temperature of 50deg. to 55deg. should be kept up. For soil, 
use peat and loam in equal parts, with enough sand to keep 
it open. 

Propagated by cuttings struck in heat, as described above. 

Snowdrop.— See “ Galanthus.’* 

Etolannm. — Half-hardy, soft-wooded plant. Grown for its 
berries and flowers. Minimum temperature, 38deg. The 
hybrids of this are very interesting, and, as they are best 
treated as soft- wooded plants, or, at least, like seedling stocks, 
we give our method of treatment. About J une we sow seeds in 
sandy soil, placing the pans in a cold frame. The seeds are 
sown thinly and evenly over the surface of the soil, and the 
pans are well drained, as the seed is often a long time in 
germinating, and, consequently, it is necessary to prevent the 
soil becoming water-logged, and thus destroying the seeds. As 
soon as the plants are in rough leaf we pot them off into 
thumbs, and, as the roots kiss the sides, we shift into large 
sixties, where they stand the winter. For soil, we use two parts 
loam, one part leaf soil, and one part rotten cow manure and 
sharp sand, mixed. 

The plants are taken in in the early part of the winter and 
placed on a shelf near the glass, no more water being given than 
really neoessaiy, and being kept dormant. In spring, when they 
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break, they are cut back closely, so as to make good busby plants, 
and in Alay they are put out into a ricb open spot in tbe kitchen 
garden. Plenty of water is afforded if necessary, and the plants 
are pinched back in June and July, so as to cause them to make 
a good bushy growth. When the ben'ies begin to colour, or 
about September, the plants are taken up, without injury to the 
roots, and placed in pots of sufficient size to hold them properly. 
They are then well watered, and kept close for a few days in a 
shaded — ^but not dark — frame, and thence are removed to the 
greenhouse, where they are very ornamental until growth re- 
commences. Such is about the easiest mode of culture, and 
anyone having a house from which the frost is just excluded 
can grow them well. 

Another plan is to put in cuttings in April or May on a slight 
bottom heat, and, as soon as rooted, to transfer them to Sin. 
pots. As soon as the roots kiss the sides the plants should be 
shifted into 6in. pots, where they are to fruit. They should 
remain in frames at a temperature of about GOdeg., and should 
not want for water. In June the plants should be pinched 
back, BO that they shall be of good shape, and, if required, a 
little training may be afforded, but it is advisable to dispense 
with sticks and ties as much as possible, as the plants look far 
better if grown in a natural manner. During the blooming 
period plenty of air should be admitted, and every means should 
be taken to prevent a check. As soon as the bendes are of good 
size some of the plants should be taken indoors, and about 
September the whole of the stock should be housed, when, if 
properly cared for and in a light sunny place, they will ripen 
and retain their berries for a long time. 

The soil we use is good sandy loam, to which some thoroughly 
rotted manure has been added, together with sufficient sharp 
sand to ensure porosity. Good drainage is, of course, necessary, 
but these plants do not require so much as some others. Fumi- 
gation will often be necessary to keep down fly, and outdoor 
plants must be syringed with some insecticide once or twice 
in the season. 

Propagated by seeds and cuttings as described above. 

The sorts we prefer are S. capsicastrum or cerasiformiSf 8. c. 
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variegatmfi, Wetheriirs hybrids, and Henderson’s Conical-fruited 
Solannm, all of wbicb are really good and nsefnl. We may addt 
that in some parts of the conntry these Solannms are hardy, oi^ 
require only slight protection in winter, and they have a very 
cheerful appearance until the berries fall. 

8. jasminijlorum and 8. j. variegatum are two very good 
climbers for walls or trellises, and are interesting in appearance. 
The culture is not very difficult, and although these plants do 
best in the borders, still they can be done very well in pots. In 
any case, plenty of drainage must be afforded, and a pretty fair 
amount of root room. The soil should be loam and leaf soil in 
about equal parts, and a good dash of sharp sand to keep the 
whole open and sweet. Water should be given freely in the 
growing season, and during the time when the plants are at 
rest the soil should be allowed to become moderately (but not 
dust) dry. Insects of all kinds must be kept under as pre- 
viously directed. These species are best propagated from 
cuttings as described above, and of course are not placed 
outdoors as are the berry-bearing section such as 8. cerasU 
forme and others of a like nature. 

Solomon’s Seal.— See “ Polygonatum.” 

Sparmannia. — Half-hardy hard-wooded shrub. Grown for 
its flowers. Minimum temperature, 36deg. This is a really 
good cool-house shrub, that is nearly always in bloom. It, 
however, attains a pretty good size, and therefore requires a 
f?drly high house to grow in. The blooms are produced in rich 
masses, and are white in colour, the general appearance of both 
flower and foliage being well shown in Fig. 119, therefore it is a 
very valuable plant for use in large places; but comparatively 
small plants give very good results. The best plan is to 
strike cuttings under bell glasses in a moist bottom heat in 
February or March, and as soon as rooted to shift into small 
pots, keeping in a warm light position until rooted well, when 
they should be got into 4in. pots. When the plants are 
about 3in. high take out the points so as to induce a bushy 
growth. About June shift into 6in. or Sin. pots, and when rooted 
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into the new soil, place in frames out of doors, gradually harden- 
ing oft} Bring in early in September and place in a light 
position, and with care they will bloom weU. Re-pot again in 
March, using a mixture Of peat and loam for the purpose, 
adding just enough sand to keep the soil well open. Pruning 
must be resorted to to obtain busby plants. These shrubs also 



Fio. 119 .— SAlekanwja Afeicaea. 

look well as standards, and well repay any trouble that may be 
afforded them. The usual means must be taken to keep down 
insects, which, however, are not very troublesome if the plants 
are well managed. After the third or fourth potting the plants 
should be allowed to get slightly potbound, and liquid manure 
should be applied during the season of growth— a practice that 
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tends to encourage the formation of blooming wood. As a con- 
tinuous blooming, cool house, or conservatorj plant, thisi^annot 
easily be surpassed. 

Propagated from cuttings as described aboye. 

Bpima. — Hardy, herbaceous, soft-wooded plant. Grown for 
its flowers. Minimum temperature (in pots), 38deg. S'pirma 
japonica is one of those plants which, although hardy, or nearly 
so, yet require special treatment if grown indoors. Its great 
beauty and decorative value render it almost a necessity where 
plants are required for table or window decoration, and there- 
fore we give it a place as a greenhouse plant. The light 
leathery spray of which the truss, or rather spike of blooms, is 
composed, is also very useful for mixing in bouquets, for 
button-holes, and for the decoration of vases and epergnes. 
The entire plant, when well furnished with bloom, forms a 
magnificent object for the dinner table, or for a specimen for 
a solitary stand, as will be seen in Fig. 120, while amongst 
other plants the pearly whiteness of the feathery blooms and 
the fresh green foliage contrast well with darker and more 
gorgeous neighbours. 

The culture is, comparatively speaking, easy, and, unless it is 
desired to have the plantf in bloom very early, forcing need not 
be resorted to. The way we bloom the imported clumps is as 
follows : As soon as ripe clumps can be got, they are potted into 
5in. and 6m. pots, while any that are extra large, and that have 
the largest number of blooming crowns, are potted off into 
7in. or Sin. pots, according as they promise to cover them with 
foliage. A good depth of drainage is allowed, from one to 
three inches, according to the size of the pots. The clumps are 
potted fairly firm in a compost of fibrous loam two parts, leaf 
soil one part, and thoroughly decayed manure one part, with a 
sufficient quantity of sharp silver sand to keep the whole 
thoroughly permeable to water, as large supplies are neces- 
saiy during growth. As soon as potted, the plants are 
put in a cold frame, and about the end of November they 
are placed in a house at a temperature of 45deg. They 
are weU watered, and as soon as growth commences, stood 
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near the glass, and water given as required. Plenty of light 
is afforded, and care is taken to keep down insects. A 
temperattire of about 50deg. may be maintained when the 
plants are in full foliage, and in this they will bloom. Other 
batches should be brought in ab intervals of three weeks or 
a month until the end of March, and after that they ean be 
bloomed in a frame. 

When the plants have ceased blooming, they should still be 



Fio. ISSO.—Sfxbjka Japonic^. 

attended to with water, &c., and in April they ‘should be care- 
fully planted out on a rich border facing the south, well 
watered to settle the soil around the roots, and in dry weather 
subjected to liberal supplies of liquid manure and water. 
About the end of August watering should be gradually dis- 
continued, and when the plants have thoroughly ripened off in a 
natural manner, they should be taken up and potted as we have 
described. 

Y 2 
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Where only a cold house exists, the plants should be kept in 
a cold frame until February, and then they may be brought into 
the house. With care in watering, &c., such as the natural 
wants of the Spiraea require, very good results can be obtained, 
although the bloom will be late. We have, however, had the 
blooms finer in a cold house than where they have been forced ; 
but, of course, the clumps used were really good. As a matter 
of fact, there ‘ is no more trouble in growing Spiraeas than in 
blooming a hyacinth ; and, indeed, we would rather grow 
Spiraeas than geraniums, although the former are now far from 
profitable in a marketable point of view. Several of the hardy 
Spiraeas bloom very well in a cold house or frame ; but they are 
not desirable plants in a dwelling-house, as thrips and green 
fly are so very partial to them. 

Propagated by division of the crowns or clumps. 

Statice. — Greenhouse hard-woooded plant. Grown for its 
flowers. Minimum temperature, 40deg. The Statices are pre- 
eminently suited for greenhouse culture or for exhibition, as 
they combine a good habit with compai’ative ease of cultiva- 
tion, although, like several other plants, 45deg. is quite as low 
a temperature as they should be subjected to in winter, or no 
great success will be attained. On no account must the plants 
be rested, in the ordinary acceptation of the word, but must be 
kept growing all the winter, or the results will be far from 
desirable. Statices bear large heads of flowers of a papery 
texture, which may nearly be classed with the everlastings, but, 
strictly speaking, cannot be so considered. The calyx varies 
from lilac to blue in different plants, and the corolla (which 
soon drops off) ip white; the leaves, which are leathery in some of 
the varieties, are 4in. or 5in, wide, and from Sin. to 12in. long. 
The season of blooming varies, but with the following sorts, if 
treated as we direct, the principal flowering stems will be 
thrown up in spring, and a succession of side blooms will be 
continued until autumn. At no time is it advisable to place 
the plants out of doors, or to give full exposure to the sun; 
they like a rather closer atmosphere than the generality of 
hard-wooded plants; but they must not be kept too dose 
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or too far from tlie liglit, or success will not be attained, 
fif. prOfusa is about the best of its class, and the treatment for 
this one applies to the whole family. Plants should be selected 
in autumn which have been stopped at 3in. or 4in. from 
the soil, and which have not been cramped up in small 
pots, as these rarely do well. The reason of this is that 



Fia, 121.— Statxcb Peofusa. 


the Statices being very free rooting, get stunted if kept m 
small pots for too long a time, and when this occui*s they never 
aftei’wards grow satisfactorily. During winter they should be on 
a shelf near the light, and kept at a night temperature of about 
45deg., by which means the roots will be kept active throughout 
the time, a matter of much importanca They must not, of 
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course, be grown on at the same rate as they are in summer ; but 
still growth must not stop entirely if good results are desired. 
Early in March the plants should be put into 9in. pots, in 
good turfy yellow loam, with enough sharp sand to keep it open. 
The soil must not be broken too fine, and the plants must be 
potted firmly. Plenty of water must be given, and, consequently, 
good drainage must be afforded, or the pots will get waterlogged, 
and the plants will suffer in consequence. For a week or two 
after potting, keep the plants rather close, and do not over- water; 
and afterwards place in the light, near the glass, but away from 
cold currents of air. Shade must be given to protect them 
from hot sun, but it should not be kept on longer than needful. 
Thoughout the summer syringe in the afternoon, being careful 
to wet underneath the leaves, to keep down red spider, which 
soon does irreparable mischief. During the first season it is 
advisable to pick off the flower stems, which will be thrown up 
all through the summer ; but the second season the first crop of 
bloom may remain. In the hot sunny weather a bed of coal 
ashes is preferable to a dry stage, for, in this latter case, 
the large leaves afford so great a surface for evaporation that 
the plants would frequently suffer from dr 3 nae 88 . As autumn 
approaches, discontinue the use of the syringe, and give more 
air. Winter as before, and remove all bloom that may appear 
before spring. In March give another shift as before, and let 
them be similarly treated, but allow the blooms to open ; while 
in bloom syringing should be discontinued, or the flowers will 
damp off. The plants should not be out of the growing house 
long, neither should the successional blooms be allowed to open 
that year, but should be removed as they appear. The side 
shoots should be carefully tied down, so as to form a nice base 
to the plant, and care must be used not to split the shoots out, 
as they are very brittle. Treat in the same manner each year 
until the plants get into 24in. pots, when they may be kept in 
good order for years by the use of liquid manxire. After the 
second year, unless they are intended fbr exhibition, they 
may be allowed to bloom for their full season, but for show 
purposes they should not bloom fully until in 18in. pots. 
These plants are subject to red spider, thrip, and aphides. For 
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the first the cold water cure should be applied, while, for the 
two Idtter, fumigation is the only remedy. 

Propagated from cuttings struck in sandy soil during the 
warm months of the year in the greenhouse. 

For sorts, select from the following, always having the first 
two in a collection: 8tatice profuaa (Fig. 121), 8, imbricata, 
8. hraasiecefolia, 8, Holfordiif 8, maorophylla, 8. macroptera^ 
8. propinquOi 8, Rattrayanay and 8, ainuata. All are good and 
useful, but the first two are the best for general work. 

Stocks. — Half-hardy annuals. Grown for their fiowers. 
Minimum temperature, 40deg. Stocks, both Intermediate and 
Ten-week, are almost necessities in the greenhouse during 
the early part of the year, on account of their perfume, and, 
as the blooms of the double varieties can be mounted with but 
little trouble, they scent a bouquet very nicely at any time 
without causing any unpleasant after-effects, as is the case 
with some other fiowers. The culture is much the same, 
whether the Ten-week or Intermediate varieties are chosen, 
except that the former are sown in spring and the latter in 
autumn. Ten-week Stocks should be sown in gentle heat in 
January, and successionally until the end of Apidl, and as soon 
as the plants have their rough leaves they should be potted off ; 
then, when the weather becomes sufficiently mild, they may be 
transferred to the cold frames. When the pots get fairly filled 
with roots, a shift into 4in. pots should be made, and any of 
the plants which show. single flowers may be destroyed at once, 
unless the strain is veiy prolific of double flowers. Care must 
be taken to keep the plants as close to the lights as possible, 
to prevent their becoming drawn, or the beauty will be wholly 
destroyed. WTiere they are to be used for bedding out only, 
they should be turned out of the small pots and planted rather 
thickly about the end of April, or early in May, if the weather 
is sufficiently mild; a nice open spot should be chosen for the 
bed and rich soil provided. 

The best Ten-week Stocks are those supplied in collections 
from Germany, but at times it is possible to obtain a good strain 
of home-grown plants. As, however, there is no actual certainty 
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of tlidr turning out good wlien obtained from this source, it 
is by far the better plan to go in for German seed at once.** 

Intermediate Stocks have to stand the winter to obtain the 
best results from them, and the treatment is, of course, some- 
what different to that given to the Ten-week varieties, in so 
far as the winter treatment is concerned. The seeds should 
be sown in the latter end of August, and, as soon as the plants 
are large enough, they should be potted off singly into Sin. 
pots. Here they will remain for the winter until about the 
end of February, when they should be transferred into 4in. or 
6in. pots. The plants must be wintered in cold frames, from 
which frost is excluded, but to which air is admitted at all 
favourable opportunities. During this time they must be 
kept as dry as can be consistently allowed, and the frame in 
which they are kept must also be dry, or they will rot off, 
and the whole labour will be lost. As the plants commence 
gi*owth in spring, water must be applied as required, and they 
should be turned round occasionally to keep the growth level. 
Plenty of room must also be given to allow them to develop 
fully, or they will have an appearance the reverse of elegant. 
For soil we find that in the earlier stages of growth a good 
maiden loam passed through a }in.-mesh sieve, and enough 
sand added to render the whole freely porous, answers well; 
and for the blooming pots nothing answers better than three 
parts maiden loam and one part thoroughly decayed manure, 
to which is added enough sand to render the soil permeable 
to the water that is given. The soil for the blooming pots 
should be passed through a lin.-mesh sieve only, as too close 
a soil is not good for the plants ,* but, of course, it is at the 
same time necessary to use a sufficient quantity of finer soil 
to fill the interstices, as the roots will not run in the larger 
portions alone. 

Yarious strains of intermediate Stocks exist, some being 
good and some very inferior, and therefore it is desirable 
that only the best shall be used. The colours are scarlet, 
white and purple, which should be very dear and pure, but 
at times a dull-coloured strain finds its way into the market. 
The East Lothian varieties are a fine selection if obtained 
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true, but risk always attends the purchase of seed unless a 
good firm is dealt with. 

Propagated by seeds, as described above. 

The colours and shades of colour in the Ten-week varieties 
are very varied, but the best are scarlet, crimson and purple, 
the others, unless the strain is exceptionally good, being very 
dingy. It is judicious, therefore, to purchase only of a first- 
class seedsman. 



^ACSOirZA. — Half - hardy hard - wooded 
climber. Grown for its flowers. Minimum 
temperature, 40deg. Tacsonias, which, in 
flower, foliage, and habit, are closely al- 
lied to the passion flowers, do well with 
same general treatment, both as to culture and 
training, &c. Of course, with these, as with 
their congeners, variations will have to be made 
in some minor details, but these will be readily seen. The 
flowers of some of the Tacsonias are very beautiful, and will 
commend themselves to the attention of most cultivators, where 
they have plenty of roof room, such as a large warm conser- 
vatory or a light greenhouse, and we should advise their use 
amongst passion flowers. 

Propagated by seeds, &c., in the same manner as passi- 
floras. 

For sorts, select from the following : T, Buchananii, T, ignea^ 
T, manieatat T, mollisiinat T, aanguinea, and T, Van VolxemiL 


Tagatea.*— Half-hardy annual Grown for its flowers. Mini- 
mum temperature, 40deg. T, signata pumila takes the place 
of the yellow calceolaria on soils where the latter will not 
grow well, and we therefore give it a place here. It should 
^ sown on a gentle heat in Mai*ch, and when large enough 
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potted off singly into small pots, and gradually hardened off to 
plant out at the ordinary bedding season. We cannot say 
much for the plants when grown in pots, but in beds oi 
borders they answer their purpose very well. The colour ie 
bright yellow. 

Propagated by seeds, as described above. 

Teooma. — Half-hardy hard-wooded climber. Grown for its 
foliage principally. Minimum temperature, 38deg. This is 
a plant that requires plenty of head room, and a large amount 
of border in which to extend its roots. It is practically useless 
in a small place, but where it has plenty of room it is an acqui- 
sition. For soil use good fibrous peat, three parts, and soimd 
fibrous loam, one part, with a good admixture of sand. Plenty 
of drainage must be afforded, as during the season liberal 
supplies of water must be applied. The young shoots should 
ramble at will, and not be trained to any formal pattern. 
For the domes of large conservatories, and similar positions, 
the Tecomas are very useful, bearing their trumpet-shaped 
flowers in drooping bunches, which are freely borne amongst 
the handsome foliage; but, as we said before, they are of little 
use for small places. 

Propagated by seeds or layers, but as only a very few speci- 
mens of this plant are needed, it is, as a rule, the better plan 
to purchase from a nursery. 

For sorts, the following are good : T. Capensis, T. jasminoideSf 
T. j. alba magna, T, j, rosea, and T. j. splendens, 

Thalictnun, — Hardy, herbaceous, soft -wooded perennial. 
Grown for its foliage. Minimum temperature (in pots), 36deg. 
Of the rather large variety of ThaHctrums one is very useful 
in either the hot or cold house. T, minus is a plant having 
foliage resembling to a great extent the maidenhair fern. 
In the plant we more particularly desire to introduce to our 
readers — T, adiantoides — ^this resemblance is still greater, and 
where ferns cannot be done well it is extremely useful, as the 
foliage is well adapted for the same uses as those to which 
the fronds of the ferns are put. The flowers of T, adiantoides 
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are wliite, and those of T. minua are pale yellow; but the 
I flowen^are of no value compared with the foliage. The plants 
tshould be potted up as soon as the foliage is ripe, and 
may be kept in a cold frame during the winter if desired, or 
they can be taken into the cold house at once. In the warm 
greenhouse, if the plants are introduced during the season of 
rest, they should first occupy a cool shelf near the glass, and as 
growth commences they should be removed to a warmer part 
of the house, but they should be kept as near the glass as 
possible. The object to be attained being the production of 
fine, healthy, hard foliage, due attention must be paid to such 
little details as will be found necessary in practice ; and, above 
all things, some amount of air must be allowed on all favourable 
occasions, both to harden the foliage and to obtain a good 
colour. Water must be given as may be found necessary from 
the state of the plants; for while they ai*e in an almost 
dormant state very little moisture is required, whereas when 
in active growth they require more liberal supplies of water. 
A compost of sandy loam and leaf soil, rendered sufficiently 
porous by the addition of some sharp sand, is necessary. In 
all cases good drainage must be afforded, as the plants do not 
thrive in soil that is water-logged. In the cold house the 
treatment is practically the same as the preceding, except 
that the plants, coming into growth but a short time before 
their natural season, require only the ordinary treatment for 
hardy subjects. 

Propagated by division of the roots when the plants are at rest. 

The most suitable sorts for pot culture are : T, adiantoidea or 
adiantifolium, white ; and T, minus, pale yellow. 

Tliea. — Greenhouse hard- wooded shrub. Grown for its flowers 
and foliage. Minimum temperature, 40deg. Thea, or Tea, is a 
plant that from its economical value is of much interest, besides 
having a good appearance and pretty blooms. It is also of com- 
paratively easy culture, and does not require excessive heat; a 
house where the temperature does not fall below 40deg. in 
winter suiting it very well. It is quite a different plant from 
the “tea tree” (so called) of the outdoor garden, which is in 
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reality Lycivm harharum, being much like the orange in ap- 
pearance. Whether the Thea will produce leaves in England 
of any value economically, is a doubtful question, but still,^ 
in a collection of plants, it is very interesting. The plants 
should be re-potted every spring in a compost of three parts 
yellow loam, one part thoroughly decomposed manure or leaf 
soil, and enough sand to keep the compost open. Plenty of 
drainage must be afforded, or the soil will become sour. 
During the summer liquid manure should be occasionally 
supplied, ^d the plants must at no time get thoroughly dry. 
The Thea should be placed in frames during the summer, and 
treated much the same as camellias or oranges, the wood being 
well ripened before bringing into the house, where they should 
have a light airy position afforded them, and be further treated 
as oranges. 

The sorts are: Thea Aesamensie, T. Bohea, T. viridis, T. v. 
variegata. The first is the hardiest, though the second, in our 
opinion, is one of the best. 

Tobacco, — See ** Nicotiana.” 

Tradcscantia. — Greenhouse soft-wooded plant. Grown for 
its foliage. Minimum temperature, 40deg. T. zehrina is of very 
easy culture for the waim greenhouse, bearing trailing stems 
closely set with ovate leaves, coloured reddish-purple and green, 
and well worthy of a place in any collection. The green variety 
is useful to form a di’ooping mass of foliage, but is not so con- 
spicuous as the preceding. Cuttings will strike freely in sandy 
soil in spring and during the summer, and by a little attention 
in watering and pinching back, they form good plants in a short 
time. We place six or seven cuttings in a 4in. or 6in. pot, 
affording plenty of drainage, and filling the pot with a compost 
of fairly rich light sandy soil. As soon as they are rooted and 
start growth, the points are pinched out, and this operation is 
repeated until the plants are of suffici^t size. Plenty of water 
is necessary. A few plants are always useful, they foim one 
of the gems of the house. 

Propagated by cuttings, as described above. 
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Tropteolnm. — Half-hardy soft-wooded plant. Grown for its 
^flowers# Minimum temperature, 40deg. Among these will be 
^ound very useful plants, useful either as climbers — or, more 
correctly, trailers — and dwarfs, very useful indeed both for in 
and out door use. For spring blooming they are unrivalled, 
and, if sufficient heat is obtainable, combined with a light posi- 
tion, the culture is of the simplest, for even if there is not 



Pig. 122 — TROPatOLUM Tuberosum. 


sufficient means at hand for early work, still a good display 
can be made both in and out doors. Although the blooms 
are like the ordinaiy nasturtium, the plants are vastly different 
from them, both in habit and profuseness of bloom, and a 
few plants are very useful in every house. Vases and hanging 
baskets can be embellished with them most advantageously, 
and, in the season, they can be used most successfully outdoors 
for the same puipose. They stand heat well, provided it is not 
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of too arid a nature, and, with a little care, they always look 
handsome. • 

In the first place, they are propagated from cuttings, and 
this is the most difficult part of their culture. For winter 
blooming, the cuttings should be struck in the early part of 
July, healthy shoots being selected, about an inch to two 
inches long. These should be planted singly in small pots 
of well-drained, very sandy soil, and then placed in bottom 
heat to strike. As soon as the roots kiss the sides of the pots 
the plants should be hardened off somewhat, and then shifted 
into 6in. pots, and, when these pots are fairly filled with roots, 
the plants should be removed into 9in. or lOin. pots, in which 
they will stand through the winter. Until the end of September 
the ordinary cool house will be all that is necessary, but, after 
that date, a temperature of from 50deg. to 55deg. must be kept 
up, and, even if it rises as high as 60deg., no harm will be done. 
The plants should be stopped when about three feet high, and 
again when about double that height. After the final potting, 
they should be trained over the roof or from pillar to pillar in 
the house, and the shoots allowed to hang somewhat loosely, as 
more bloom is obtained thus than when the plants are trained 
too strictly. Thorough drainage is necessary, and about three 
inches of crocks should be placed in the 9in. pots, as it is 
necessaiy to give liberal, although not too abundant, supplies 
of water throughout the season. Plants for summer decoration 
should be struck in early spring, and then will come in most 
usefully for the various purposes for which they are generally 
employed. 

The best soil is a compost of good turfy loam, free from grubs 
and wire worm, to which is added about one-third part of leaf 
soil and sharp sand. This, in fact, is the best compost for 
all the Tropseolums. 

Among the sorts useful for cut blooms in the above section, 
and which are also veiy ornamental aa plants, are : T, Cooperi, 
scarlet; T. Lohhii, orange scarlet; and Boule de Feu, which 
is one of the best scarlets we have. In fact, with the above 
three, one might well be content. 

Dwarf plants require much the same treatment if to bloom in 




Dictionary of Plants. 


335 


winter, but for outdoor work they should be struck in spring, 
and tljjB following are good plants for the purpose: Yellow 
Dwarf, fine yellow; Lustrous, bright crimson; The Moor, 
dark maroon; Minnie Warren, richly variegated foliage, the 
variegation being pale cream; and T. comyactum eoctyinevm, 
rich orange scarlet. The following trailing kinds are also very 
useful for bedding purposes and for house decoration, if treated 
as recommended above : Attraction, citron yellow, blotched 
on each lobe with bright scarlet; Mrs. Tredwell, very fine 
brilliant red ; Perfection (Dean), brilliant scarlet ; and Coronet, 
yellow. 

Propagated from cuttings, as described above. 

T. iricolorum is one of the prettiest of the species, and is of 
very easy culture. It is a tuberous-rooted variety, having roots 
somewhat resembling potatoes, and bears a profusion of rich 
orange-scarlet flowers, which contrast extremely well with the 
fine green foliage. About ISTovember a compost of sandy turfy 
loam and peat should be prepared, and to this should be added 
a little sharp sand. The pots must also be well drained, and 
this drainage should be covered with a little moss or fibrous 
turf, to prevent the soil washing down amongst the drainage 
and so choking it. The tubers should be planted in 9in. pots, 
and if they are small several may occupy each pot ; but if large, 
from one to three are sufficient. Place in a position in the 
greenhouse where they will not be disturbed, and the only care 
necessary will be to prevent them becoming dust dry. About 
April the young shoots will appear, and then more water may be 
given, and the supplies increased as the plants grow. A bundle 
of birch twigs inserted around the edge of the pot, or a young 
fir tree clear of its leaves, forms an excellent support for the 
foliage, and the only care necessary in training the plants is to 
see that they do not run into knots, but that each shoot travels 
fairly. About midsummer the foliage will begin to fade, and 
water must be gradually discontinued until the plants ripen, 
when the foliage should be removed, and the pots laid on their 
sides in a cool place until the next potting time. 

There are several other varieties of Tropaeolum, and among 
them the nearly hardy T. tuberosum (Pig, 1^). 
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Tnlip.— Hardy, bulbous, soft- wooded plant. Grown for its 
flowers. Minimum temperature (in pots), 36deg. The Tulip is 
one of those bulbs which, like the hyacinth, is of universal 
cultivation, and is also of universal use. To a certain extent 
the culture is very easy, provided the plants are not started 
too early in the season. As most persons are aware, the bloom 
of the Tulip siarl^ from the interior of the bulb, which, at 
the same time, divides into a number of young bulbs. Unlike 
the hyacinth, the bloom of the Tulip derives the greater part 



of its nourishment direct from the soil, consequently a rich 
compost must be provided. As the bulbs are very cheap, it 
is scarcely worth the trouble to save them over for the 
second season, and therefore it is only necessary to provide 
a soil for the present. We have successfully used a com- 
post of two-thirds good mellow loam and one-third rotten 
cow manure, to which has been added enough sharp sand to 
render the soil freely porous. Plenty of drainage must be 
afforded, and a little crushed animal charcoal mixed with the 
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soil will intensify the colour of red and scarlet flowers. The 
bulbs should be put in in batches from the end of August 
until about the middle of ISrovember, about Are in a 4in. pot, 
and treated in the same manner as hyacinths, so far as regards 
covering for a few weeks, to induce the production of roots. 
The plants should — when taken from the bed — be gradually 
brought forward to the light, a temperature of from 45d6g. 




Fio. 125 .— Tulip Gbsnsbiaka 
(G&aho Fisu). 


Pio. 126 .— Tulip Tueoioa. 


to 60deg. afforded, and the supply of root moisture regulated 
according to the growth. Plenty of light is absolutely 
necessary, and a somewhat moist atmosphere is an advan- 
tage, as dryness conduces to the more rapid production of 
the green fly, which is particularly partial to these plants. 
The several batches must be introduced at different times, so 
as to obtain a continuance of bloom. Great care must be 

z 
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taken to destroy — or rather to prevent — fly, and we have 
found Fowler’s Insecticide more advantageous to use** than 
tobacco or fumigation. Another veiy good plan is to prepare 
some boxes in the same manner as the pots, and to place the 
bulbs in them about a couple of inches asunder, just covering 
with soil. These boxes, placed in a warm house close to the 
glass, and kept well supplied with water, give a large quantity 
cf dwarf plants for various decorative purposes, especially for 
vase decoration and for the ornamentation of the dinner table. 

In the cold house the cultivation of the Tulip is very simple ; 
Pot the bulbs, and stand them back till they commence growth, 
when they should have the full benefit of both light and air, and 
the same rules as to watering, as given above, should be applied. 

For very full instructions for Tulip growing we would refer 
our readers to Mr. Fish’s book on “ Bulbs and Bulb Culture.” * 

Propagated by division of the bulbs, which increase 
naturally. 

There are many species of the Tulipa, but T. Gesneriana is 
the fruitful parent of most of our garden varieties, of which 
Figs. 123, 124, and 125 show choice examples. The Parrot 
Tulip (T. Tmcica, Fig. 126) is a remarkable species, with large 
and curious flowers composed of irregular wavy petals from 
Sin. to Sin. long. 

For sorts for pot culture the following are most suitable; 
their earliness is given approximately, in the order in which 
they stand: Singles: Due Yan Thol, cinnabar red, orange 
border; Due Yan Thol, in varieties of rose blush, scarlet, white 
and yellow; Artis, bronze, crimson; Alida Maria; tipped and 
flaked cerise, white ground ; Canary Bird, rich yellow ; Bride of 
Haarlem, white, bordered with crimson ; Feu d’ Angers, scarlet ; 


* *' Bulbs and Bulb Culture: being Desorptions both Historical and Botanical 
of the Principal Bulbs and Bulbous Plants Grown in this Country and their Chief 
Varieties ; with Full and Practical Instructions for their Successful Cultivation 
both In and Out of Doors.** By D. T. Pish. Part L— Snowdrop, Bulbocodium, 

Sternbergia, Crocus, Colohioum, Tulip, and Hyacinth. Part II.— Anemone, Nar* 
oissus, aikl the Lily. Part ni.— Gladiolus, Lachenalia, Cyclamen, Banunculus, 
end SciUa or Squill (Star Hyacinth). Fart IV.— Ixias, Sparaxis, tetonias, and 
Babianas; Iris, Tiger Iris: Schisostylis Cocoineat and the Dahlia, Part V.— 
Gloxinias, Pancratium, Tuberose, Fritiliaria, Alstroemerias, Triteleia Uniflora. 
Agapanthus Cmbellatus, Huscari (Husk or Grape Hyacinth), Pesonia, OxaUs, and 
Amaryllis. Price Is. each. London: L. Upcott Gill, 170, Strand, W.C. 
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Golden Prince, golden yellow; La Belle Alliance, bronze scarlet; 
Queen* Victoria, pure white; Silver Standard, white striped 
icerise-crimson ; Vermilion Brilliant, scarlet. Doubles: Tour- 
nesol, scarlet and yellow, and the yellow variety; Due Van 
Thol, red, edged pale yellow; Gloria Solis, bronze crimson, 
orange border ; La Candeur, good clear white; Bex Bubrorum, 
bright scarlet ; and Agnes, a bright scarlet dwarf. 

Tussilago. — Hardy, herbaceous, soft- wooded plant. Grown 
for its foliage. Minimum temperature (in pots), 36deg. The 
variegated Coltsfoot (T. Farfara foliis variegatis) is handsome, 
producing fine roimdish leaves, beautifully margined with a band 
of rich creamy white. The flowers are yellow, and of no parti- 
cular beauty or interest, and, in fact, are not neaidy so ornamental 
as the dandelion. The leaves, which are from four to six inches 
in diameter, lie flat on the surface of the pot or soil, and do not 
often rise more than from four to six inches above the level. As 
a low plant for the front of stages, or of a group of plants, this 
is one of the best, as it is both conspicuous and ornamental. 
The culture is very easy; pot each crown in a well^rained 
4in. pot, using a rich sandy compost, and treat in the manner 
described for polygonatum. If the plants are not required to 
remain in the house throughout the whole season, they may be 
used outdoors, either as an edging plant, for which purpose 
they are well suited, or for placing in clumps of three or 
four in the borders. The other Tussilagos are practically 
useless for all but a botanical collection." 

Propagated by division in spring, as the plant commences to 
make fi’esh growth. 
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t EtlBEirA. — Greenhouse soft-wooded plant. 

Grown for its flowers. Minimum tempera- 
ture, 40deg. Verbenas are very useful 
both for bedding out and as pot plants, 
and it is doubtful if there are any others, 
which will serve the same purposes. For 
lary border use, those raised from seed are 
as any, but, for pot culture, they are not of 
much value, imless, indeed, an unusually good strain 
is obtained. The raising of Verbenas from seeds is a very easy 
matter — ^in fact, as easy as raising any half-hardy annual; but, as. 
we said before, those raised in this manner wiU not do for pot work. 

To obtain plants from seeds, these should be sown in pots 
of fairly rich sandy soil, and but slightly covered. As soon 
as large enough, the plants should be shifted into small 60- sized 
pots, in which they may remain until planting time, if necessary^ 
but, where time and space allow, they may be tiunsferred to 3in. 
pots with advantage, and, with one pinching, will become very 
useful for bedding. It is, of course, quite possible that some- 
thing good may be obtained by this method, although the 
probability is but small, but, if a good plant be produced, it 
should of course be saved and propagated. 

In raising Verbenas from cuttings no trouble need be- 
experienced, but, as it is necessary to have good plants from 
which to take the cuttings, we will give the culture from the- 
commencement. In August a few cuttings should be struck 
and planted on a border facing the south, and, at the end of 
September, these should be carefully taken up and potted. 
About the second week in October the plants should be stored, 
away in a diy pit or frame from which frost is excluded, and 
care should be taken that they be kept dormant, and as dry 
as can be allowed consistently with keeping them alive. If 
mildew should appear, then they should be liberally dusted 
over with flowers of sulphur; but, if care be taken, this will 
not be necessary. About February these old plants should be 
placed in heat to afOord cuttings, and, as soon as good shoots are 
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formed, they ehotild be taken off and inserted thickly in well* 
drained pans of very sandy soil, which should be kept leather 
moist and in a brisk bottom heat. 

Another good plan to strike soft-wooded cuttings of this 
description is to half fill some pots with fine crocks, and on 
these place a thin layer of fibrous material to prevent the soil 
washing down amongst the drainage. Then fill the pots to 
within an inch of the top w^th rich sandy soil, and on this 
place half-an-inch of clean-washed sharp silver sand. The pots 
should then be well watered through a fine-rosed watering can, 
and, as soon as the superfluous water has drained off, the 
cuttings should be inserted, with just a sprinkle of water to fix 
them in position. The pots should then be stood in a brisk 
bottom heat, and, in a fortnight, they will be ready to pot off. 

In potting Yerbenas, a compost of three parts rich fibrous 
maiden loam, one part leaf soil, and one part rotten cow manure 
and sharp sand, should be used, and the soil should be in good 
working order. Pot moderately finn, and leplace the plants 
in heat for a fortnight, when they may be gradually hardened 
off; and should there be time they may be transfeiTed to 
Sin. pots as soon as the roots kiss the sides. If the plants 
are for pot work they ehould.be put into Sin, pots when well 
rooted, but only the strongest plants chosen for the purpose. 
These should be treated as above until slightly hardened, and 
should then be transferred to a position near the glass in a 
light airy greenhouse. As soon as the pots are fairly filled 
with roots transfer the plants to 6in. pots, well drained and 
clean, and neatly stake them out. The shoots should be five 
or six in number, unless cut bloom for exhibition is required, 
and then three will be plenty. As the pots become filled with 
roots, apply weak liquid manure about twice a week, but in no 
case should sulphate of ammonia be used, or the foliage will 
suffer. When the trusses show colour remove the plants to 
a cooler position, as they will then last a long while, more 
especially if a little shade from bright hot sun be given. A 
dry (but not arid) atmosphere must also be maintained. These 
pot plants come in excellently well for table decoration, and, in 
fact, are as useful as any dwarf flowering plant grown. 
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SHonld fly or spider put in an appearance — and the latter 
will not come if the plants are properly grown— fumigation 
must at once be resorted to. Generally about three fumi* 
gations are required during the season. Mildew, if it does 
appear, should be kept under by dredgings of flowers of 
sulphur. 

FI vmo%a, which is hardy on most fairly light soils, should 
be raised from either seeds or cuttings, but preferably from 
seed. 

Propagated by cuttings, as described above. 

The following are good bedding varieties: Crimson King, 
dense brilliant crimson; Snowflake, pure white; Purple King, 
purple ; Lord Raglan, magenta, scarlet ; Scarlet Defiance, scar- 
let; G^ant des BataiUes, lurid crimson, maroon eye; Firefly, 
pink, crimson eye; La Grande Boule de Neige, fine white; 
Ladybird, flesh, purple eye; Jupiter, rich plum; Rev. S. R. 
Hole, pale lilac, tinted crimson. For pots, the following are 
good, but to secure good plants for exhibition it is necessary 
to select from a good stock when in bloom, as fresh varieties 
are continually being added ; Apollo, blush ; King of Lilacs, 
lavender blue ; G4ant des Batailles, lurid crimson, maroon eye ; 
Foxhunter, scarlet, white eye; Rev. S. R. Hole, pale lilac, tinted 
crimson; Princess of Wales, pink and white striped; Prince of 
Wales, scarlet; Richard Dean, purple, fine white eye; Thomas 
Harris, mulberry, white eye; Carnation, white and crimson 
striped ; Bismarck, dark maroon, white eye ; Blue Boy, blue ; 
Anatole Leovy, dai’k purple, shaded maroon, white eye; and 
Basilisk, scarlet. 

Veronioa. — Half-hardy hard -wooded shimb. Grown for 
its flowers. Minimum temperature, 35deg. The shrubby 
Veronicas, though not actually greenhouse plants, are yet 
very ornamental, and in the Korth of England and on cold 
wet soils well repay house room. But some of the varieties 
are not hardy even so far south as London; and they con- 
sequently require indoor shelter, and only stand out during 
the summer. We have usually grown these in a compost of 
two-thirds loam and one part leaf soil, with enough sharp 
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Band to maintain the necessary porosity of the soil^ The 
flow^s, produced from small bushes, take the form of axillary 
spikes, from lin. to 4in. in len^h, and as the colours vary 
from white through pink to blue, they are very orinamental. 
The leaves are generally ovate, opposite, and closely cover the 
erect stems, and being from lin. to 2in. in length, allow the 
spikes of bloom to show well. Cuttings should be struck in 
January and planted out in the open in May. Finch them 
back once or twice to make them bushy, and in October take 
them up with a good ball of earth attached, and pot them 
carefully. The old plants may be cut back and planted out of 
doors, and afterwards treated the same as young ones. 

Propagated from cuttings struck in a warm greenhouse in 
spring, or in a cold frame in August and September, 

For sorts select from F. Anderaonii, blue; F. A. fol. var,, 
intense blue, attractive foliage; F. airopwrpurea, rosy purple; F. 
anguatifolia alba, pure white; F. decuaaata, dwarf blue; F d, 
alba^ dwarf white; Gloire de Lyon, bright red; F. imperialia^ 
amaranth red; F. lobeliodea, fine blue; F. multiflorum, rosy 
carmine ; F. apecioaa, blue, cream coloured variegation ; Mile. 
Claudine Yillermoz, indigo blue; Orfeme et violet, flesh pink, 
stamens violet; Blue Gem, light blue, very dwarf and free; 
Marie Antoinette, pink ; and FT roaea alba, rose. 

Vilmrniim. — Hardy hard -wooded shrub. Grown for its 
flowers. Minimum temperature (in pots), 36deg. Viburnum 
tinua (Fig. 127)— the Laurestinus — is good if treated in the 
proper manner. The best plan is to take up plants thickly 
set with bloom buds, about the end of September or early in 
October, pot carefully in sandy loam, and after watermg 
thoroughly, place in a cold frame or vinery at rest where 
air can be freely admitted, and they wiU bloom freely at 
least a fortniglit earlier than those outdoors. A temperature 
of about 46deg. will forward them somewhat, but a forcing heat 
should be avoided* Treat the same as rhododendrons after 
blooming. 

Propagated by cuttings inserted in sandy soil in cold frames 
as soon as the wood is ripe, or by layers. It is, however, not 
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expedient to propagate this shrub, as it needs much ground to 
get good blooming plants, and they can be purchased very cheaply. 

Violat. — ^Hardy soft-wooded plant. Grown for its flowers. 
Minimum temperature (in pots), 36deg. In contradistinction to 
the bedding Yiolas, the Sweet-scented Violet (F. odorata, vara.) 
is most useful on account of its scent. When properly grown 
the plants are but little trouble, but they are less trouble 



Fio. 127.— ViBTOinJM Turns. 

in the cold house than when kept in the ordinary green- 
house. In the first place, it is necessary to select stout firm 
runners in April or May, but preferably in April, and to place 
them under handlights on a moist shady border. Wiry runners, 
or those produced from pot plants, are practically useless, and 
therefore much care is necessary in the selection of the plants 
that supply the runners, as also in that of the runners 
themselves. When the plants are rooted they should be placed 
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out about six or eight inches asunder, according to the habit 
of growth. Take care that the soil of which the border is 
composed be of a rich light character, and that it face north 
or north-east, and be kept moist. In preparing the border, deep 
digging is of great importance, as a deeplj-dug soil conduces 
gi’eatly to the well-being of the plants. Careful attention as 
regards watering, &c., is also necessary, and by the end of Sep- 
tember fine plants for potting will be obtained. These should 
be carefully taken up with a good ball of earth adhering to 
the roots, and potted into 4in, or 6in. pots, according to the 
size of the plants, and plenty of drainage should be alEorded. 
The pots should receive a good soaking of water, and be placed in 
a shaded frame facing the north for a few days, until the plants 
have recovered from the check they received when shifted. 
Thence the plants may be removed to a light aiiy shelf in a 
greenhouse, kept at a temperature of about 45deg., where, if 
due attention be paid to watering, aeration, and the destruction 
of insects, they will bloom nearly the whole winter and spring. 

In the cold house, all that will be found necessary is to prevent 
the pots becoming frozen, and to pay attention to the above 
points of culture, of course preparing the plants as previously 
described. As a rule, the single varieties are best for pot culture, 
but if massive blooms are desired the double kinds are preferable. 

Propagated by rooted runners as described above. 

Of sorts, the common White Yiolet, Viola odorata alha^ is 
perhaps the sweetest ; and The Czar, a fine long-stemmed blue, 
is the best scented blue, but the whole of the following are 
good: F. odorata, blue ; F. odorata aZba, white ; F. o. a. 
double white; F. mavis (Eussian), blue; F. s, alba, white; 
F. 8. Jl* pi., blue; and the varieties of F. suavis — Bevoniensis, 
blue ; The King, blue ; The Queen, white ; and Marie Louise, 
white. F. d Neapolitana, pale blue, is good ; and probably 'the 
new double white Belle de Ohatenay will be useful for the 
same purpose as the above, and, from blooms we have seen, we 
consider it to be one of the best of Violets, provided it be 
of a sufficiently fioriferous habit. 


Violets Bog’s Tooth.— Bee “Erythronium.” 
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^ EIGELI A.— Hardy hard - wooded shmb. 
Grown for its dowel's. Minimum tem- 
perature, 36deg. W, 
rosea (Fig. 128) is a 
veiy useful plant for 
the cold house, either 
as a bush or climber, but it 
does better planted out than 
as a pot plant. It does well 
in a compost of sandy loam slightly en- 
riched with either leaf soil or thoroughly, 
decayed manure. The plants should be 
grown out of doors during the summer, 
and as soon as frost comes should be 
housed, and with ordinary attention will 
bloom well in April and May. The blooms 
are veiy useful for both bouquets and 
table decoiation, the purity of the colour 
being such as to render them very con- 
spicuous. The plants do not force well 
or thrive in a high temperature, but they 
do excellently well in a cool or cold house. 

If rather cramped at the roots, so much 
the better do they bloom, and either in 
pots or borders this should not be lost 
sight of. The same general treatment 
applies as to other hardy deciduous plants, 
aeration, &c., having to be seen to in the 
ordinary manner. 

Propagated by division of the rooted 
shoots or suckers from the base, by layers,, 
and by cuttings inserted in cold frames 
in aiitumm Fts. 128 .— Wxzoelu sosei. 
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ANTS0CSBA8. — HaH* hardy hard- 
wooded shrub. Grown for its fifowers. 
Minimum temperature, 36deg. Xanthoceras 
Borbifolia is of recent introduction-, and 
will probably prove what it is stated to 
be hardy; but at the same time we 
doubt if it be hardy throughout the whole of 
England and Scotland. The flowers are white, 
with a flesh tint, and are produced at the same 
time that the leaves unfold; they are disposed in racemes, 
which attain a length of from Tin. to Sin. For soil, use fibrous 
loam and sand, and treat the same as nearly hardy subjects 
— veronicas, for instance. 



vii.-nCioNTHLY Calendar. 


S perhaps many of our readers -will find a 
calendar of operations useful, we give 
it for one year, so that this book may 
be complete in respect of managing a 
greenhouse such as we generally find 
in the hands of amateurs. We com- 
mence with August, as that month 
perhaps marks the commencement of 
general greenhouse work, and autumn 
is certainly the most convenient season 
for starting a greenhouse. Propagat- 
ing soft-wooded plants of various 
kinds, the completion of the hardening, 
off process on hard-wooded plants, 
and various other circumstances, combine to 
make it the commencement of the season, 
as it were, so that by starting with August 
we shall keep the calendar in its proper order. 
We shall endeavour to make the hints we give 
here applicable to all houses that come under the head of 
greenhouses; but, of course, stove and forcing houses will be 
excluded, as they do not come within the scope of our present 
work. 

As, however, it is not possible to give directions for every 
greenhouse, whatever its shape or position, our readers will have 
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to adapt the directions as to management in such a manner as 
may meet their particular requirements ; and therefore we only 
give general descriptions of management here. The selection of 
subjects must also be left to the individual tastes of the owners, 
as the same plants do not suit everyone alike. One word of 
advice we wdl, however, give, and that is, do not have too, large 
an assortment of plants, and do not try to grow such as 
require much heat in a house not suited to them. It is far 
preferable to grow a few suitable plants well, and have a good 
display from them, than to attempt too much and fail with 
the whole. 

Angnst. — ^The first point to be considered this month is the 
propagation of bedding plants of various descriptions, as the 
season has advanced quite far enough for the purpose. The modes 
of propagation having been before described, it is not necessary 
to enter into the matter fui’ther here, but we will give a few 
general hints that may be useful For the majority of plants 
the best pots in which to strike cuttings are those that are 
rather flat for their height, and which are about six inches in 
diameter; when filled one-third or half full of crocks, these are 
the most useful so far as size is concerned. We prefer round 
pots in the ordinary greenhouse, although, as a matter of course, 
some space is lost by their use ; but the advantages gained more 
than counterbalance the loss of space sustained, as the freer 
circulation of air and the more equable temperature obtained 
by this method well repay the loss of numbers in the plants, 
for they prevent loss through damping or fogging, as it is 
called. Of course, so fai* as the saving of room is concerned, 
square seed pans, or boxes made for the purpose of wintering 
cuttings, are best ; but, in the hands of the amateur, these tend 
to embarrass rather than assist, as the quantity of plants lost 
by fogging is great. The method of heating is also a great 
consideration, as, in the majority of houses erected, the hot 
water or other heating apparatus is not fitted to be used with 
a large quantity of plants growing in boxes. 

Cuttings of the majority of half-hardy bedding plants will 
root freely in the open air; but if a frame or two are empty, it 
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is a good plan to stand tHe pots in these, as then shelter from 
excessive rains can be provided. In no case is it wise to* allow 
too great a quantity of water in striking cuttings intended to 
stand through the dull, damp days of winter, as plants that 
are full of sappy growth are very liable to fog off ; it is, however, 
necessary that sufficient moisture be allowed, or the cuttings 
will shrivel up instead of rooting. 

The soil in which cuttings are placed should also have some 
share of attention, lest some undesirable results should follow. 
Great care must be taken that worms, woodlice, and maggots, 
&c., are most conspicuously absent, and that there are no 
chips of wood, half -rot ten leaves, or other rubbish present 
that may be likely to cause fungoid growth. For this reason, 
claret and other boxes made of poplar are most unsuitable for 
storing cuttings for the winter, because, as a rule, fungi of a 
most objectionable character, or rather the mycelium of the 
fungi, put in an appearance and destroy the cuttings. At 
least 25 per cent, more cuttings should be put in than the 
number of plants required, to allow for possible accidents. 

This month is a good time to thoroughly clean all houses 
intended for the reception of plants, and also to mend the 
glass, and re-putty, and, in many mstances, re-paint the roofs, 
as drip will do more harm than cold. When dry, the paint 
should have a glossy or shiny appearance, but it should 
not be put on too thickly; two thin coats are better than 
one thick one. The cleaning process should embrace all parts 
of the house, the stages should be washed down thoroughly, 
walls limewhited, flues cleaned out, water pipes freed from dirt 
and rust, valves and air pipes cleaned and put in thorough 
working order, and the furnace and boiler repaired. Another, 
and important point, is to see that^ ventilators and sash 
lines are in really good order, and if the least doubt exists 
as to their strength, they should be at once I'eplaced with new 
ones. In fact, it • is necessaiy that the place be put in 
thorough repair in all parts, as a sash line breaking, ora pipe or 
flue fouling on a frosty night, will often destroy the majority of 
the plants in the house; and, at the same time, a dirty house will 
produce such hosts of insects as to cause really serious damage. 
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Some of the earlier azaleas and camellias may now be got in, 
care l^eing taken that the foliage is dry and that the pots are 
clear of sings and other obnoxious insects; but all the later 
stock must be kept out, with such protection from heavy rains 
as may be necessary. All hard*wooded stock must have as 
much air and exposure as their habit requires, but heavy rains 
must be kept off. The pelargoniums cut down last month 
should now be shaken out, and re-potted into smaller pots. 
Chrysanthemums should be placed in their blooming pots, and 
should receive sufficient supplies of liquid manure. Cine- 
rarias should be divided and potted in small pots, and the 
young plants should have a shift, if reqxiired ; some seed may 
also be sown. Roman hyacinths and some other bulbs should 
be potted up, and all bulbs for early blooming should be kept in 
the dark for a few weeks, so that the roots may obtain firm 
hold of the soil ere the foliage starts. Annuals may in many 
cases be sown to stand the winter for early work, and a sandy 
friable soil should be chosen for the seed beds. They must also 
be transplanted before they become too large. 

Where vines or other roof climbers exist great care must b^ 
taken to keep them in a sound, healthy state, and free from 
insects and mildew, or the results will be serious to the plants 
that will soon have to be introduced into the house. In short, 
every means must be taken te keep the place in the most perfect 
order and the plants in the best condition, all details of tying, 
removing dead flowers, and other little items being most par- 
ticularly carried out. 

September. — This month is generally a very busy one so far 
as the greenhouse is concerned, as all arrears of work have to be 
got up, and a vast amount of fresh work to be done. Among 
other things is the continued propagation of bedding plants, and 
this must be carried out as bnskly as possible, for if left imtil 
too late much trouble and risk will be incurred. As it is, some 
things will root more readily by having a gentle bottom heat 
applied to them. In fact, it is a good plan where soft-wooded 
plants only are grown, to put the fire on for a few nights when 
the plants are first put in; but if there are vines or hard- wooded 
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plants in tlie house, this cannot be done with impunity. In all 
oases a plentiful circulation of air must be maintained and 
water must be given as found necessary; but it is especially 
necessary that too much be not given, or the plants will become 
sappy and unfit to stand the winter. Tbe same rule applies to 
hard- wooded plants; enough water should be given, and no 
more, and the circulation of air should be fully attended to. 
Great care must be taken that the drainage of the pots is 
perfect, and that both plants and pots are free from noxious 
insects. 

The whole of the hard- wooded stock must be got into their 
winter quarters before the end of the month, the state of the 
weather being considered in determining when they shall be 
taken indoors. Great care must be taken that there are no 
worms in the pots, and that the drainage is perfect, or results 
the reverse of pleasant will ensue. Nor is it to be forgotten 
that the green slimy growth on the pots, which is not 
infrequently found in the case of pots not plunged in ashes, 
should be washed off carefully, and the pots allowed to dry ere 
being taken into the house. All plants liable to the attacks of 
scale should be carefully looked over to see that they are quite 
clear from this pest, and particular attention must be paid to 
searching , for slugs, snails, and caterpillars, as they often do 
much damage. 

This is about the best time to purchase a stock of hard-wooded 
plants, where such purchase is required, and here some little 
skill will be found necessary. In the first place, it is requisite 
that the plants shall be well-grown young stock, and that they 
have been grown on in a proper manner without check, or they 
will not be of very much service. They should also be quite free 
from insects, and therefore a close examination is needed. 
If, however, the plants are bought at a good nursery, and a fair 
price paid, but little trouble need be anticipated on this account. 

In the genei^al work much has to be done, and unless done at 
the proper time it will not be good for the plants. Primulas, 
calceolarias, and cinerarias require especial attention at this 
season, as also do other plants of a like nature. Particular 
attention is also necessary with those plants which are being 



Monthly Calendar, 


353 


prepared for winter blooming, as a day’s neglect often ruins 
the plants for the purpose for which they are intended. Any 
jlate Cape pelargoniums should be ripened off if the bloom is 
over, and then headed down. A good batch of cuttings should 
also be got in for use in summer, to succeed those potted off. 
Chrysanthemums may still be shifted into larger pots where it 
is considered necessary, or liquid manure may be applied regu- 
larly ; and in places where the room is limited this latter plan is 
best. Mignonette may be sown to stand the winter, but for this 
purpose it does best in frames. A batch of Dutch bulbs should 
be got in, and plants in pots, such as weigelas, which ought 
to have ceased growth, should be induced to ripen by partially 
withholding water, but enough should be given to keep them 
in proper condition. 

The aim of the gardener at this season should be to obtain a 
compact sturdy growth in all plants that are intended for 
winter blooming, and to avoid such treatment as will tend to 
have a reverse effect. Nothing is more injurious than to draw 
up the plants in a weak attenuated habit, as in such cases the 
bloom obtained is of the poorest, deficient both in quantity and 
substance, and should it be cut for bouquets or table decoration, 
it soon falls to pieces, and even if -gummed, withers and becomes 
useless. Where good results are desired, a slow, steady, healthy 
growth should be maintained. 

Grapes should be ripened off as soon as possible, and out and 
stored in a dry fruit room, or the moisture from the plants will 
soon make them decay. 

October. — It is advisable to continue introducing such soft- 
wooded plants as it may be desired to save during winter, 
and cuttings of geraniums and the like must be got in as 
soon as practicable, if more of them are to be struck at this 
season. As a rule it will be found requisite to use a little bottom 
heat in striking these late cuttings, yet in many cases it 
pays to do them even as late as next month, but' the early- 
struck plants where they are possible are best, as they cost 
less in striking, stand better through the winter, and bloom 
longer and form more useful plants in spring. Where very 

A A 
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large quantities are required, and labour is limited, it frequently 
happens that time does not allow of a sufficient number being 
got in in due season, and therefore extraordinary methods will* 
have to be adopted to obtain adequate stock. Old plants of 
zonal pelargoniums may be taken up, and cut in closely, as 
many as can be got in being put into 6in. pots, and these old 
stools will make a good lot of plants in the early part of 
the year, besides affording a good batch of cuttings, which 
will strike readily in March. The tops which are cut off 
now will also afford good cuttings, which, as we mentioned 
before, will strike readily with a little bottom heat. All the 
bedding plants which it is desired to save should be taken 
up before they are injured by frost, and care should be taken 
that they are not kept too wet after potting. Cuttings of 
shrubby calceolarias may also be put in now, as well as next 
month, care being taken that they are not frosted or infested 
with green fly. Before these are put in, the frames should be 
carefully examined to see that they are free from slugs or 
snails. Where, from the dampness of the climate, or the 
severity of the weather, it is found that annuals do not 
stand the winter well out doors, they should now be pricked out 
in frames, and while air is freely given, too much moisture must 
be excluded. 

Hard- wooded plants should now be in a proper condition to 
stand the winter, and care must be taken not to get the pots 
water-logged, or the damage will be very gi’eat. Insects should 
be carefully looked for, and in no case should their presence on 
these subjects be passed by lightly. 

Pelargoniums must be induced to become dormant by Christ- 
mas, and plants requiring much the same treatment must occupy 
a similar position. As regards the care bestowed on them, it 
simplifies matters to a great extent to have plants requiring 
similar treatment dose together, and also allows of a better dis*> 
position of the plants in bloom in the house. Chrysanthemums 
will- be ihtpihce de reaietance for the next six weeks or two months, 
and therefore it is desirable to arrange them to the greatest 
advantage, and also to pay as much attention as possible to pro- 
longing the time of blooming. Scarlet geraniums, and othei 
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plants, will, of course, be making some show, but not to the 
extent of that afforded by the chi*ysanthemums. Some of the 
hai'dy plants will assist in the display, and mignonette should 
be well in bloom, if the three varieties are properly grown. 
In a short time some of the earlier primulas and cinerarias will 
follow, and, if time and care is bestowed in the right direction, 
a fair amount of interesting blooming plants will now put forth 
their beauty. 

Successional batches of Dutch bulbs should be got in, and 
these should be kept in a dark place for a few weeks, as 
previously recommended. Where large plants are required 
primulas and cinerarias may have another shift ; but, after 4in. 
or Gin. pots are reached, unless the house is large, it is not well 
to pot on, as the plants do not show well in a small house if 
the pots are too large, and large pots cannot well be hidden 
on too upright a stage. Some more seeds of cineraria and 
calceolaria may be sown if very late plants are desired and 
the house is suitable for the purpose. 

Great care must be taken to keep down insects, and to 
remove all mildewed or rotten vegetable matter, as these evils 
cause much trouble during the damp winter months. A free 
circulation of air must be maintained, and a temperature 
of about 45deg. kept up; but rain or thick fog must not be 
admitted into the house. 

Where vines are ripe enough, they should be pruned, and 
the rods tied along the front plate of the house, so that as 
much light as possible may be admitted. Cleanliness also 
should be the order of the day. 

November. — This and the two succeeding months will be 
found the dullest part of the year for gardening matters, 
and therefore it is necessary that the greatest pains be taken 
with the glass structures in the garden. The good arrangement 
of the plants occupies a foremost place in the necessary work, 
for the plants should be re-arranged frequently, so that the 
interest in the house may be maintained. Fresh arrangement, 
and the introduction of all new subjects to prominent notice, 
tends to keep up the interest in the house or houses to a far 
* A A 2 
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greater extent tlian is often supposed, and therefore particular 
attention should be paid to this point. Cleanliness also«is an 
important part of the work in this department. The destruction 
of insects and mildew, and the removal of all dead foliage and 
other matters which tend to cause fungoid growth, or disease 
to the plants, should be rigidly attended to, and, in short, the 
house should be kept clear from all that is not of legitimate 
use. No empty pots, heaps of paper, tying material, flower 
sticks or debris of any kind should ever be found about the 
house. 

Ventilation must be closely attended to, but in damp 
weather some caution is requisite in admitting air, as, unless 
there is enough fire heat to dry the atmosphere, many of 
the plants will damp off, and therefore much attention 
must be paid to this point. In thick fogs it is not advisable 
to open the house at all, particularly if there are plants 
in bloom inside, as fog exercises a most deleterious effect 
on the blooms, and with some subjects causes the petals to 
fall off. Too great a fire heat must not be kept up for the 
next two months, or the plants will draw, and become too 
weak and sappy; but enough heat must be maintained to 
keep the place sufficiently dry. This result is best attained 
by abimdant ventilation and warmth enough for a tempera- 
ture of 40deg. to 45deg.; but, of course, consideration will 
have to be given to the class of plants grown and their 
requirements. 

The majority of plants will be at rest, but some will be bloom- 
ing pretty freely, chrysanthemums being in strong force. Some 
re-potting will be found needful, but except where really 
necessary it is not desirable to shift plants at this season. The 
last batch of Dutch bulbs should be got in, as well as some of the 
hardy plants that we have mentioned previously, but discretion 
must be used in the choice of subjects. In fact, this is the 
slackest time of the year, and, as a rule, it is not advisable to do 
more than is absolutely necessary. 

In some cases a root or two of rhubarb and a few pots of sea- 
kale can be brought in, and placed under the stage, and a very 
agreeable dish or two will be obtained with little trouble or 
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expense; but too large a quantity should not be groiivn, as it 
tend* to increase the dampness of the house. 

Hardy plants in the frames should have as much air as pos- 
sible, and be treated as hardy ; but frost and excessive rain must 
be excluded, as plants of all kinds can stand more cold when in 
a comparatively dry state than when saturated with moisture and 
making too sappy a growth. Vines in the house should be 
pruned as soon as ripe, and all the foliage, dead bark, and 
prunings should be burnt up out of the way. 

December. — Except in such cases as are mentioned under 
the separate heads in the Dictionary of Plants, the work this 
month is practically the same as last ; cleanliness and freedom 
from insects being most required. Care in ventilation and 
applying fire heat is also needed, but the rules have been'* given 
before. A further batch of hardy plants may be introduced. 
Practically, however, to the amateur work is at the minimum ; 
all that is necessary should have been done last month. 

January. — During the greater part of this month very little 
has to be done beyond the ordinary care of the plants; but 
towards the end of it propagation of soft- wooded subjects will 
demand attention, and the earlier the season the sooner will work 
in this direction commence. Before referring further to this 
matter we will take the earlier part of the month first. In the 
first place, it is necessary that due attention be paid to the 
individual plants composing the collection. All those which 
are showing bloom should be brought forward into the lightest 
and most prominent positions, while others may occupy posi- 
tions not so conspicuous, each plant, at the same time, being 
allowed as nearly as possible the position most suitable to 
it. The previous directions as to cleanliness about the plants 
and house still hold good; and in the case of the destruc- 
tion of insects, our remarks must be carefully attended to, as 
generally with the advent of the new year and brighter weather, 
the increase of these is very rapid, particularly of aphides, and 
perhaps they are the worst pests there are to contend with. 
How to destroy them has been previously described. Great 
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care is also necessary in watering, as too little or too mncli 
water is not calculated to keep tke plants in tlie greatest 
healtk. A happy medium will have to be chosen, and this 
can only be learned by careful attention to the requirements 
and nature of the plants, and no amount of book knowledge 
will ever teach this part of the work of the greenhouse. The 
heat of the house should also be kept at some point between 
40deg. and 50deg., according to the class of plants grown, but 
the temperature should not be such as to induce them to 
make premature and weakly growth. Ventilation must also 
be carefully attended to, as before explained, but, of course, 
in no case may a current of frosty air be carried over tender 
plants or plants in bloom. Hardy subjects require the same 
treatment as previously described, and, except in cases 
menti6ned further back, they should not be induced to make 
any active growth yet. 

In bad weather the preparation of the various soils and 
composts, getting ready a good store of crocks and labels, 
pot washing, and other necessary work, should be attended 
to, and everything got in readiness for active work so soon 
as it commences, it being sheer waste of time to have these 
things to attend to when they are actually required. Good 
heaps of compost, as well as the other necessary articles for 
potting, should be kept under cover, and then they are always 
to hand when wanted. Tools of all kinds should be looked over, 
and all other odd work about the place should be done. 

Towards the end of the month, old plants of fuchsias, 
heliotropes, lobelias, lantanas, verbenas, &c., should be put 
into a gentle bottom heat to induce them to throw up cuttings, 
for which, again, a gentle bottom heat should be used to 
make them strike freely. Some seeds can be sown towards 
the end of the month, but of course due attention will 
have to be paid to the season, as the earlier this is the 
earlier will growth commence. Some cinerarias may be once 
again . repotted, if extra large plants are required, and the 
young stuff must be brought forward as found necessary, but 
information on such points has been given in its proper place. 
More hardy plants and shrubs may be brought in to ensure 
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a furtlier supply of bloom, and byacinths, &c., showing bloom 
shouj^d have a warm light position. 

February. — This month is generally a very busy one in 
the greenhouse, and, in fact, it will be found difficult to keep 
pace with the work where large quantities of bedding plants 
have to be grown. Foremost comes the preparation of the 
means for supplying bottom heat, and unless regular pro- 
pagating frames are at hand, it is well to use a good 
steady hotbed. The heat required is not very high, but at 
the same time should be lasting. We give our method of 
making beds for this purpose. 

Let there be a sufficient supply of leaves from hard-wooded 
trees or plants, and good horse manure that has been shaken 
out to a moderate shortness. These materials can either be 
shaken together or kept separate, but, if well made, the bed 
will be practically as lasting whichever process is followed. 
Turn and shake the materials about twice, so that a proper 
state of moisture shall be attained, and should the materials 
appear too dry apply some water, but it is important that they 
should not be too wet, or a sudden violent heat will result, 
and the bed will be cold in a few days. Let the bed be 
about 3ft. wider and longer than the frame to cover it, and 
put it together in small forkfuls, well shaking it about, and 
treading firmly as the work proceeds. When finished, the 
bed should be about 24ft. high in front and 6in. or 9in. higher 
at the back, and should be 18in. wider than the frame on all 
sides; but if in a brick pit of course this will not be the 
case. Instead of having the materials mixed together, a 
layer of manure and a layer of leaves alternately may be 
used, in which case the leaves should be in layers about Sin. 
thick, and the manure treble the thickness, care being taken 
that the bottom layer is manure and the top one leaves. When 
the frame is put on, put inside about a couple of inches of 
soil, ashes, or sawdust to keep down any rank steam or gases 
that may be emitted by the heating materials, and cover the 
outsides of the frame, or rather the material that projects 
beyond the frame, with boards, long litter, or other medium 
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to keep off ram, as to get the outsides soaked with wet means 
a great diminution of the heat, besides the removal of a jarge 
quantity of the manurial value after the bed is cold. After 
about three days the bed will be in good fettle for the purposes 
desired, and the pots of cuttings may be placed in it ; but it is 
necessary that just a chink, say of the thickness of a penny 
piece, at the back of the frame be left open, so that superfluous 
steam may escape, or it will condense on the foliage of the 
plants, and cause them to fog off. Great care must be taken 
that the covering of ashes or other material is not broken, as, 
should it be, the rank steam from the bed will escape, and 
cause very imdesirable results. As well as for striking 
cuttings of the various bedding plants, this bed will be 
found useful for many purposes, starting seeds of lobelia, 
perilla, and other subjects, starting dahlia roots, and work 
of a like nature, together with many things that we have 
not space to enumerate. As to the varieties of plants to 
be struck now, we must refer our readers to the various 
articles on the subjects in view. Where cuttings are not 
sufficiently numerous the old plants should be placed in heat 
as advised last month, and as a rule this will have the desired 
effect. 

Soft -wooded plants generally will require attention, but 
there is not so much to be done in the way of re-potting, 
&c., as there will be next month, especially if the season is 
late, as the dull weather rather retards the plants, and it is 
not advisable to act too much against Nature. It is, however, 
a good plan to select a few of the best fuchsias, petunias, 
zonal pelargoniums, &c., and give them a good shift, so as 
to obtain large plants for the various uses for which they 
are so often required. Cape pelargoniums should be trained, 
and in some instances re-potted, and care must be taken that 
the foliage is dry before the sim reaches it, or the leaves will 
be scalded or spotted. A good batch of cuttings shoidd be got 
in for autumn blooming. Continue to re-pot calceolarias as 
they fill their pots with roots. If necessary, more seed may 
be sown; but of course this must be left to the judgment of 
the grower. 
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Most of the hard-wooded plants are now making growth 
rapi^y — ^that is, if the season is early — ^necessitating careful 
looking over, and, in some cases, top-dressing ; and young plants 
that are growing forward for specimens should he re-potied 
where necessary. These latter must also be very carefully 
attended to in point of training, &c., as the future appear- 
ance of the plants is dependent on receiving this while 
young. The foliage must also be kept clean, and a rigid 
destruction of all insects must be carried out. As the house 
will now be getting gay with the display of bloom from the 
various subjects, it will be found more difficult to keep insects 
under, and fumigation will have to be done outside in a 
place provided for the purpose, as inside the smoke would 
destroy the bloom. 

More hardy subjects can be introduced from time to time, 
to keep up a good display, and nothing more will be necessary 
than to give the ordinary treatment afforded to the other 
occupants of the house. Hardy annuals, such as nemophila, 
coUinsia, and similar subjects, should be potted off carefully 
in 4in. or 6in. pots, according to their various habits, and 
should be replaced in the frame, care being taken that insects 
are kept under. 

Great care must also be taken to afford good ventilation 
to the house, and that the foliage of the plants is dry before 
the sun reaches it, or burnt or scalded leaves will result. 

March. — If anything, the work this month is even more 
important than last, and the same amount of care must be 
given ; but the results will be more marked, and the show of 
bloom will be largely increased. It is also very probable that 
the stock of green fly will be continually increased, and as 
the difficulties attending fumigation at this season are very 
great, recourse must be had to some insecticide, such as 
Fowler’s, or Pooley’s tobacco powder, either of which is very 
effective if properly applied. Slugs and snails must also be 
sharply looked after, as should also woodlice, as these do 
much harm, especially among ferns and other plants of a 
similar nature. Stal^g and tying out the various plants, 
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and remoTing dead leaves, must now be closely looked to, 
and it is also desirable that dead blooms should be ren^pved 
ere they become too much decayed, as it is easier to intro- 
duce the germs of mildew into the house than it is to get 
rid of them. Yentilation, too, should be cai’efuUy attended 
to, especially where a fire is kept going, as a close, moist 
atmosphere at this season means plenty of mildew and insects. 
A free circulation of air is absolutely necessary, and must 
be varied according to the temperature outside, so that no 
blasts of cold air pass over the plants, especially in frosty 
weather. At the same time, air must be admitted sufficiently 
early to dry the foliage, for the reasons stated in last month’s 
directions. 

The propagation of bedding plants of all kinds should be 
vigorously proceeded with, and as soon as rooted the plants 
should be shifted into small pots, and carefully hardened 
off to a certain extent to fit them for the greenhouse. All 
the autumn stores should be at once potted off if not already 
done, and, in fact, the work of propagating and preparing 
soft-wooded stock should be pushed on as quickly as possible. 
And here let us point out a wrinkle in growing young soft- 
wooded stuff : always use plenty of sharp silver sand, and do not 
pot too firmly, as the roots, being very tender, do not push 
very freely in heavy soil, and hard potting tends to break them 
off. It is also a good plan to retain as much soil as possible 
round the roots, as it protects them during potting, and also 
affords a means of the plants obtaining the necessary moisture 
and nourishment without receiving a violent check. Cuttings 
of dahlias and similar plants should be struck forthwith, and 
when rooted, potted off and placed in heat until the roots have 
taken firm -hold of their new quarters. Where room is scarce, 
towards the end of the month, such things as scarlet pelar- 
goniums, &c., can be placed in pits outside, provided frost and 
damp can be kept at bay. Many things that are nearly hardy 
can also be transferred to the frames at this season, and the 
space they occupied in the house may be profitably used for 
other subjects. 

BLard-wooded plants will require increased attention, and 
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all young stock will have to be frequently looked to in respect 
of training and the like. As, however, this matter has 
been fully treated, no further remark is necessary, except 
that the plants should be kept quite free, both from dirt and 
insects. 

In the cold frames things will be requiring attention 
generally, and perhaps the most important is the proper treat- 
ment of the plants. Watering, ventilation, and the destruction 
of insects are all important matters, and after these comes the 
re-potting of those plants which require it. Many plants will 
have to be shifted into their blooming pots ; and calceolarias, 
picotees, carnations, &c., all require this to be done now. 
Training the various plants as found necessary, and potting off 
cuttings, will also form part of the work. Nor must the sowing 
of the various half-hardy annuals, &c., be forgotten, as they 
make a grand display if treated properly. Indeed, at this 
time the greatest efforts have to be made to supply the plants 
that are required for the decoration of both flower garden and 
greenhouse at a later season. 

April . — Arrears of work in the preparation of bedding 
plants must be made up forthwith, or, in many cases, they 
will not be large enough for any really decorative use. There 
is no reason for repeating our directions about this part of the 
work, as it is practically the same as that in previous months, 
except that a very great many of the plants can be propa- 
gated without fire heat, although those thus obtained will be 
late. The whole of the stock of zonal pelargoniums, and 
other nearly hardy plants of a like nature, should be in 
the frames, and, where necessary, should be re-potted; but 
unless extra large growths are required, or they are to 
stand in pots, Sin. pots are large enough for the ordinary 
run of bedding plants. Great care must be taken in destroy- 
ing insects, as they do a greater amount of mischief as the 
weather becomes warmer, particularly in the case of slugs 
and snails, which, if left unmolested, will soon defoliate the 
whole of the plants in a large frame, especially those of a soft, 
succulent nature. Where red spider or thrips are prevalent 
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in the season, care should be taken that they are destroyed 
as soon as they appear, for “ a stitch in time saves nine/* • 

Hard- wooded and other plants will now be in full bloom, and 
great care must be taken that no drip falls on the flowers, 
neither must too damp an atmosphere be maintained, so that 
water condenses on the blossoms or foliage. This would do 
much harm to the appearance of the plants, but more par- 
ticularly if the sun reached them ere the damp was dispelled, 
as in such case they become spotted and scalded, and very 
unsightly. To this end it is advisable to open the top lights 
of the house early in the morning, not later than seven 
o’clock, and to give a thorough current of air a little later 
according to the weather, and whether fire heat is or is not 
employed. Anyway, it is necessary that the foliage be dry 
before the sun reaches it. 

The arrangement of the plants and training of roof climbers, 
Ac., are in themselves very important portions of the work in 
this department, and must have especial attention paid them. 
On the manner in which these are done very much depends, 
the appearance of the house at this season being one of its chief 
attractions ; and it is generally admitted that, however fine the 
specimens may be individually, unless they be well arranged, 
the effect they produce is but small. 

In the frames there is still plenty to be done, many plants 
requiring to be re-potted, and many things to be trained out 
in the way they should go, rather than that which they desire. 
Various subjects will require liquid manure, and others top 
dressing, but for these items we must refer our readers to past 
directions. Cuttings of various plants must be got in, and in 
potting these a goodly quantity of sand must be used, both 
before and after they are rooted. Plenty of air must now be 
given, and insects must be kept at bay by the use of insecticides. 

Vines must have great attention paid them where they are 
used instead of other roof plants ; and it is scarcely needful to 
remark that they must not obstruct too much light, or the other 
plants will suffer.* 

* For treatment of vines see *' Vine Culture for Amateurs,** London : L. Upcott 
Gill, 170 . Strand; price Is. ' 
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Kay . — All the bedding plants should now be out of doors, 
and* the house should be occupied by such as are to be 
employed for its decoration only. The propagation of those 
for outside work should have been finished, and only that 
of subjects for indoor decoration should be in hand. The 
stock of bedding plants should be thoroughly hardened off, 
and, to afford room for the more tender subjects, calceolarias 
and other nearly hardy stock *and hardy annuals should be 
got into the beds and borders early in the month, if not 
done in April ; and at the end of it zonal pelargoniums, and 
other plants of a like degree of hardiness, should be got 
into their summer quarters. Some of the best of these, 
however, should be put by and potted on for various decora- 
tive purposes in pots; and these reserved plants should be 
carefully tended, as they come in very usefully for many 
places which would otherwise be bare. The more tender 
varieties may remain until next month, and the space that is 
obtained by placing the hardier kinds out can be occupied 
by them. 

The remarks already made about the destruction of insects, 
and the general cleanliness of both plants and the places 
they occupy, need not be repearbed this month ; but, as a rule, 
these are just the points that the amateur neglects, and conse- 
quently he has more or less ill success with some of his 
plants, if not with alL 

Where it is desired that a few cucumbers should occupy the 
house or frames after the bedding plants are got out of the way, 
they should be sown at once on a brisk heat. Choose such as 
I^oUison’s Telegraph or Masters’ Prolific, both of which are good 
and free bearers ; or, if preferred, plants may be purchased and 
put out at once. 

As during the next two months the greater part of the present 
occupants of the house will be got into the frames, it is desirable 
that the plants that are to occupy their places should be pushed 
forward ; and to this end fuchsias, balsams, celosias, begonias, 
lobelias, Ac., should be got on so as to render the place as gay 
as possible during the time the other plants are out, although 
where there is a good garden the bareness of the house will not 
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mucli matter. At the same time, a well-furnished conservatory 
is a nice place to spend a short time in during rain, or aftei the 
heat of the day is over. 

Besides such plants as we have mentioned, there are plenty 
of subjects which can be prepared in the frames, and brought 
into the conservatory to bloom, and these will, of necessity, 
occupy some time. Seeds of primula, cineraria, and a few 
other plants will have to be sown for early work ; and various 
other items only noted by the owner attended to. Training 
and re-potting various plants, and the application of liquid 
manure where necessary, will also occupy time, and altogether 
this is a busy month, although not so much so as the previous 
one. 

Yentilation must be carefully seen to, and while it is not 
altogether advisable to admit too much air on frosty mornings, 
still it is absolutely necessary that the foliage and bloom of the 
plants shall be quite dry ere the sun reaches them, or burnt and 
scalded foHage wiU greet the eyes, and in some cases the nose, 
of the amateur who allows this state of things to come about 
through neglect of the necessary precautions. 

Yines being now in full bloom should be gently tapped or 
shaken a little before noon each day, so that the pollen shall be 
well diffused and a good crop of fruit set, as it is a comparatively 
easy matter to thin out superfluous berries, while it is an 
impossibility to place in fresh ones where they may be deficient. 
The proper training of all roof climbers should be well attended 
to, and a good look-out kept for scale and other insects 
which often infest them. Red spider and thrips must be 
particularly looked after, as they spread very rapidly in^a 
dry atmosphere, but if care is taken they will not gain much 
head. 

June. — ^Early in the month, if the weather is at all propitious, 
the whole of the bedding plants will be got out, and the space 
thus left vacant will be required for the hard-wooded stock, 
which should now be transferred to the frames. Some of the 
hard-wooded plants require to be kept in the house for the whole 
season, but such things as oranges, camellias, azaleas, &c., are 
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best out for part of the year. Tbe best plan is to prepare beds 
of c/^al asbes in wHch to plunge tbe pots, as they are then not so 
liable to suffer from drought, or sudden changes, as when stood 
on the ground, and, besides, worms will not penetrate through 
the sharp ashes. Under the hole in each pot a piece of slate or 
tile should be laid, as an additional safe-guard against the 
ingress of worms, as they do a vast amount of harm to the 
plants which they honour by their presence. Where it is 
necessary, plants should be re-potted, and some will be benefited 
by the application of clear liquid manure, but it is for the 
grower to decide which plants do, or do not, require artificial 
aid. In fact, its good or ill effects is an open question; and 
although we use it in many cases, still we consider that with 
hard- wooded plants it is far better to re-pot than to apply stimu- 
lants, as the effects produced by the latter ai‘e not really lasting. 
With large specimens the case is somewhat different, as it may 
not be desirable to give larger pots, and therefore stimulating 
manures are necessary to keep the plants in full vigour for some 
time ; but this artificial stimulus tells on the constitution of the 
plants, and sooner or later they are sure to die off. The plants 
must be protected from heavy rains, but should have all the 
exposure possible consistent with their well being. Due atten- 
tion will have to be paid to watering and keeping clear of insects, 
and also to training the young stock, and each plant should have 
sufficient room in which to develop itself. 

In the house some care is requisite to keep the plants that 
occupy the places of the hard-wooded stock in good order, 
and plenty of light is of primary importance to all things 
but ferns. Care must be taken that the foliage is not 
splashed when watering in mid-day, which will be necessary 
with some subjects' which make a very gross growth. Ven- 
tilation must also be carefully attended to, the house being 
opened at six or half -past six every morning; in fact, air 
i^ould be admitted all night, unless special reasons exist 
for the contrary. The necessity of staking the plants, keep- 
ing down insects. See., is too evident to need more than a 
passing note. Permanent trees and climbers will, of course, 
require due attention in respect of watering, keeping clear 
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of insects, and other matters that will be readily seen, and, 
where requisite, the grosser shoots should be pinched h^ck, 
so that the growth is equalised. 

The various plants that are coining on for autumn decoration 
must be re-potted and trained as may be necessary, and some 
cuttings of zonale pelargoniums and a few other subjects 
should be put in, so that in winter some good blooming 
plants shall be at hand. Primulas should be potted off, and 
more seeds sown. 

Tines and climbers must have a fair share of attention, 
not only in respect of training and the destruction of 
insects, but also as to a sufficiency of moisture, and in too 
many cases this latter point is neglected. Thinning grapes, 
where there are any, is also an important point at this time, 
and much skill and judgment are required in the operation, 
it being necessary that the berries should be left just thin 
enough to form a good bunch, but not over-thinned, as in 
the latter case the bunches will have by no means a pleasing 
appearance when placed on the table. 

July. — ^Propagation in many cases will now be commenced, 
choice geraniums and other good plants of course taking 
precedence of others of less value ; but as many that are 
difficult to strike later on now strike readily, choice should also 
be made of these. Seeds of various plants may yet be sown, 
and those seedlings which are of sufficient size should be 
potted off, and older plants shifted on. The various plants 
which are being grown on for autumn and winter use should 
also be shifted on as necessary, nor should any neglect be 
allowed to befall them. Watering is a matter that needs 
especial attention, and previous remarks on this subject should 
be attended to. 

The plants for decorative purposes in the house must not 
be overlooked, and great care in watering, ventilation, &c., mu^ 
be taken, especially with fine-foliaged kinds. Previous remarks 
as to drip and watering the foliage must be carefully attended 
to, and full ventilation must be given by seven o’clock in the 
morning at the latest, as after this hour any condensed 
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moisture on the foliage will not have time to get away ere the 
sun may come on the plants with too severe force, and so 
cause serious disfiguration. In fact, some ventilation should 
he given through the night. The destruction of insects must 
be attended to with unremitting care, and the house must 
be kept in a generally clean and tidy condition, both for the 
sake of the plants and the comfort of the visitors. Where 
necessary liquid manure should be applied, but, as before ex- 
plained, its use should be chiefly on short-lived subjects, and 
not on those of more permanent nature. 

Hard- wooded plants should receive all necessary care and 
attention ; but the work is very similar to that of last month, 
and need not, therefore, be detailed. The less so, because the 
treatment for individual plants has been already described. 
It should be such as will tend to cause a good sturdy growth 
of a floriferous nature, and to this end as much exposure as 
possible should be given consistent with the habit. The earlier 
forced plants should be ripened off without loss of time, so 
as to be ready to come into the house early next month. 
Care must be taken to keep all insects cleared off as soon as 
they appear, especially those which attack the foliage, as they 
detract so very much from the appearance. 

Tines and roof climbers will still require some attention 
in respect of training, &c. The final thinning should be given 
to grapes, and they should, after stoning, be well fed with 
liquid manure to cause them to grow apace, and become fine 
in the berry. 

Repairs should be done at this season, and the outsides of 
the houses, frames, &c., should receive a good coat of paint, 
as^his saves both the woodwork and putty, besides keeping 
the place watertight. 
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VIM.-ffiONTHLY LiST OF pLANTS IN BlOOM 

IN TH£ Greenhouse. 


EEBNHOUSE MANAGEMENT would 
be incomplete witliont a list of plants 
arranged according to their blooming 
periods; for, although the times at 
which the various kinds come into 
flower vary with the treatment given, 
yet, as a iiile, they are sufficiently ap- 
proximate to afford a pretty accurate 
idea as to the subjects needed for main- 
taining a continued display. Forced 
plants are necessary during some part 
of the year to keep up a full and 
proper show of colour; but in Novem- 
ber and December the variety of flowers 
is smallest, and in these two months it is very difficult to ^et 
forced things well into bloom. Of course, some plants may 
be made to bloom out of season, and others will be noticeable 
for their foliage, and so the interest may be kept up; but, if 
there be only one kind, as, for instance, Chrysanthemums, in 
a house they grate on the sense of sightliness and beauty, for, 
excellent as they may be, they are too much alike to furnish a 
house well. In all conservatories variety, both of form and 
odour, is an absolute necessity if the greatest effect is to be 
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produced, and althougli a large quantity of flowers in bloom is 
not lieeded, yet some should be present, or the effect will be 
dull and heavy. Always, if possible, have some plants in 
bloom, even if only a scarlet pelargonium or two, as they show 
up the others to much greater advantage. We pass over ar- 
rangement here, as tbis must depend on individual taste, and 
our readers must make the best of their plants according to 
their fancy. 

January. — Abutilon, Amaryllis, Begonia, Bouvardia, Oalla, 
Camellia, Carnation, Chrysanthemum, Crocus, Cyclamen, Epi- 
phyllum, Fuchsia, Galanthus, Heliotrope, Hyacinth, Jasmine, 
Luculia, Laurestinus, Mignonette, Pelargonium zonale, Primula, 
Salvia, Solanum (berries). Rose (in a few cases). 

February. — Abutilon, Amaryllis, Amygdalus, Azalea, An- 
nuals (if autumn sown), Begonia, Bouvardia, Calla, Camellia, 
Carnation, Cerasus, Chrysanthemum, Cineraria, Crocus, Cycla- 
men, Cytisus, Daphne, Deutzia, Epiphyllum, Fuchsia, Galantbus, 
Heliotrope, Hyacinth, Jasmine, Lily of the Valley, Luculia, 
Lachenalia, Laurestinus, Mignonette, Pelargonium zonale, Per- 
sica, Polygonatum, Primula, Primrose, Rose, Scilla, Solanum 
(berries), SpirsBa, Tulip, Violet. 

March. — Abutilon, Acacia, Amaryllis, Amygdalus, Arum, 
Azalea, Annuals, Begonia, Bouvardia, Calla, Camellia, Cam- 
panula, Carnation, Cerasus, Chimonanthub, Chorizema, Cine- 
raria, Citrus, Coronilla, Crocus, Cyclamen, Cytisus, Daphne, 
Deutzia, Dielytra, Dodecatheon, Epiphyllum, Erythronium, 
Eptcris, Fuchsia, Fritillaria, Galanthus, Habrothamnus, Helio- 
trope, Hyacinth, Imantophyllum, Iris, Jasmine, Kerria, Lily of 
the Valley, Leucojum, Lachenalia, Laurestinus, Mignonette, 
Muscari, Myosotis, Narcissus, Pelargonium (both Cape and 
zonale), Persica, Petunia, Polygonatum, Primula, Primrose, 
Rose, Scilla, Solanum (berries), Spireea, Stock, Tropseolum, 
Tulip, Violet. 

April. — Abutilon, Abelia, Acacia, Amaryllis, Amygdalus, 
Arum, Azalea, Annuals, Begonia, Bouvardia, Oalampelis, Cal- 
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ceolaria, Calla, Camellia, Campanula, Carnation, Cassia, Cemsus, 
Chimonanthus, Chorizema, Cineraria, Citrus, Clematis, Corotiilla,. 
Cyclamen, Cytisus, Daphne, Deutzia, Dielytra, Dodecatheon,. 
Epiphyllum, Erythronium, Epacris, Fuchsia, Fritillaria, Ha« 
brothamnus, Hyacinth, Hydrangea, Imantophyllum, Iris, Jas- 
mine, Kalinia, Kerria, Lily of the Yalley, Leucojum, Lobelia,. 
Lachenalia, Laurestinus, Muscan, Myosotis, Narcissus, Oxalis,. 
Pelargonium (Cape, zonale, and double), Persica, Petunia 
Polygonatum, Primula, Primrose, Rhodanthe, Rhododen- 
dron, Rose, Scilla, Spii'sea, Stock, Tropseolum, Tulip, Violet,. 
Weigelia. 

May . — Abutilon, Abelia, Acacia, Ageratum, Amaryllis,. 
Amygdalus, Anthericiim, Arum, Azalea, Annuals, Begonia, 
Boronia, Calampelis, Calceolaria, Calla, Camellia, Campanula^ 
Carnation, Cassia, Cerasus, Chimonanthus, Oborizema, Cine- 
raria, Citrus, Clematis, Coronilla, Cuphea, Cyclamen, Cytisus, 
Daphne, Deutzia, Dielytra, Dodecatheon, Epiphyllum, Erythro- 
nium, Epacris, Fritillaria, Habrothamnus, Heliotrope, Hoya,. 
Hyacinth, Hydrangea, Imantophyllum, Iris, Jasmine, Kalmia,. 
Kerria, Lantana, Lily of the Valley, Leucojum, Lobelia,. 
Lachenalia, Mignonette, Mimulus, Musk, Muscari, Myosotis, 
Narcissus, Oxalis, Pelargonium (Cape, zonale, and double),. 
Persica, Petunia, Polygonatum, Primula, Primrose, Rhodanthe,. 
Rhododendron, Rose, Spiraea, Stock, Tropaeolum, Verbena,. 
Violet, Weigelia, Xanthoceras. 

Jtme. — Abutilon, Abelia, Acacia, Ageratum, Amaryllis, Ana- 
gallis. Azalea, Annuals, Begonia, Boronia, Bougainv^lea,. 
Bouvardia, Brugmansia, Calampelis, Calceolaria, Campanula,. 
Carnation, Cassia, Chimonanthus, Chorizema, Cineraria, Citrus,. 
Clematis, Cobeea, Cuphea, Cyclamen, Cytisus, Crassula, Deut- 
zia, Dielytra, Dodecatheon, Epiphyllum, Erythronium, Epacris, 
Fuchsia, Gazania, Habrothamnus, Heliotrope, Hibbertia, Hoya, 
Huinea, Hydrangea, Iris, Jasmine, Kalmia, Kennedya, Lantana, 
Lily of the Valley, Lobelia, Mignonette, Mimulus, Musk, Myi-tle, 
Nierembergia, Nerium, Oxalis, Passiflora, Pelargonium, Petunia, 
Phlox, Plumbago, Portulacca, Rhodanthe, Rhododendron, Rose,. 
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Saxifraga, Spii'aea, Stocks, Tropfieolum, Yeronica, Yerbena, 
We%elia. 

Jtily . — Abutilon, Agapantbus, Ageratum, Azalea, Annuals, 
Balsam, Begonia, Boronia, Bougainvillea, Bouvardia, Brug- 
mansia, Calampelis, Calceolaria, Campanula, Carnation, Cassia, 
Celosia, Cockscomb, Cborizema, Citi-us, Clematis, Cobsea, 
Cupbea, Crassula, Epipbyllum, Epacris, Fucbsia, Funkia, Ga- 
zania, Habrotbamnus, Hedycbium, Heliotrope, Hibbertia, Hoya, 
Humea, Hydrangea, Ipomoea, Iris, Jasmine, Kennedya, Lantana, 
Lilium, Lobelia, Mignonette, Mimulus, Musk, Myrtle, Nierem- 
bergia, Nerium, Oxalis, Passiflora, Pelargonium, Petunia, Pblox, 
Plumbago, Portulacca, Rbodantbe, Rbododendi’on, Rose, Saxi- 
fraga, Scbizantbus, Statice, Stock, Tacsonia, Tagetes, Tropseo- 
lum, Yeronica, Yerbena. 

August. — Agapantbus, Ageratum, Anagallis, Annuals, Bal- 
sam, Begonia, Bougainvillea, Bouvardia, Brugmansia, Calam- 
pelis, Campanula, Carnation, Cassia, Celosia, Cockscomb, 
Cborizema, Clematis, Cobsea, Cupbea, Crassula, Epacns, 
Fucbsia, Funkia, Habrotbamnus, Gazania, Hedycbium, Hib- 
bertia, Hoya, Humea, Hydrangea, Heliotrope, Ipomosa, Iris, 
Kennedya, Lantana, Lapageria, Lilium, Lobelia, Mignonette, 
Mimulus, Musk, Nicotiana, Nierembergia, Nerium, Oxalis, 
Passiflora, Pelargonium, Petunia, Pblox, Pittosporum, Plum- 
bago, Portulacca, Rbodantbe, Rose, Saxifraga, Scbizantbus, 
Statice, Stocks, Tacsonia, Tagetes, Tropseolum, Yeronica, 
Yerbena. 

^September. — Agapantbus, Ageratum, Anagallis, Asters, 
Annuals, Balsam, Begonia, Bougainvillea, Bouvardia, Brug- 
mansia, Calampelis, Calla, Campanula, Carnation, Celosia, 
Cockscomb, Cbrysantbemum, Clematis, Cupbea, Cobsea, Cras- 
sula, Fuchsia, Funkia, Gazania, Habrotbamnus, Hedycbium, 
Heliotrope, Hoya, Humea, Hydrangea, Ipomosa, Lantana, La- 
pageria, Lilium, Lobelia, Mignonette, Musk, Nicotiana, Nierem- 
bergia, Nerium, Oxalis, Passiflora, Pelargonium, Petunia, Pblox, 
Pittosporum, Plumbago, Portulacca, Rbodantbe, Rose, Salvia, 
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Sdiizantlins, Solanum (berries), Statice, Stock, Tacsonia, Ta- 
getes, Tropyeolmn, Veronica, Verbena. ^ 

October. — ^Ageratum, Asters, Annuals, Balsam, Begonia, 
Bougainvillea, Bouvardia, Brugmansia, Calla, Camellia, Cam- 
panula, Carnation, Celosia, Cockscomb, Chrysantbemum, Cle- 
matis, Cupbea, Cyclamen, Fuchsia, Gazania, Habrothamnus, 
Heliotrope, Hoya, Ipomcea, Lantana, Lapageria, Lobelia, 
Mignonette, Musk, Nicotiana, Passifiora, Pelargonium, Petunia, 
Phlox, Pittosporum, Plumbago, Portulacca, Rhodanthe, Rose, 
Salvia, Schizanthus, Solanum (berries), Statice, Stock, Tagetes, 
Veronica, Verbena. 

November. — Ageratum, Asters, Annuals, Begonia, Bouvar- 
dia, Camellia, Carnation, Celosia, Chrysanthemum, Cyclamen, 
Epiphyllum, Fuchsia, Gazania, Habrothamnus, Heliotrope, 
Hoya, Ipomcea, Lantana, Laurustinus, Mignonette, Nicotiana, 
Pelargonium, Plumbago, Primula, Rhodanthe, Salvia, Schi- 
zanthus, Solanum (berries). Stock, Tagetes, Veronica. 

December. — Amaryllis, Begonia, Bouvardia, Calla, Camellia, 
Carnation, Epiphyllum, Fuchsia, Heliotrope, Lantana, Laurus- 
tinus. Mignonette, Pelargonium, Salvia, Solanum (benies), 
Veronica, and perhaps Roman Hyacinths. 

It must be remembered that differences in the weather, and 
in the treatment given to the various plants, will cause varia- 
tions in the time at which particular plants come into bloom, 
and while one year they bloom early, at others they will be late, 
and vice versa,. We have omitted some things from the abo^ 
list, and particularly such as are noticeable for their foliage 
only, as these come in at various seasons, according to the 
treatment given them, and not at ffxed periods. 



IISTDEX 


A. 

Abelia, 62 
Abntilon, G3 
'Acacia, 64 
Acer 8, 66 
Agapanthus, 67 
Agave, 68 
Ageratum, 70 
Alonaoa, 71 
Aloyaia, 71 
Amaryllis, 73 
Amygdalus, 74 
Anagallis, 75 
Aniseed tree, 76 
Annuals, 50 

Half-hardy, 53 
Hardy, 51 
Tender, 55 
Antherionm, 76 
Ants, 38 
Aphides, 40 

April, plants in bloom, 371 
"VVork for, 363 
Aralia, 77 
Araucaria, 79 
Amm, 79 
sparagns, 81 
spidistra, 82 
Asters, 82 
Astilbe, 83 
Anonba, 83 

Angnst, plants in bloom, 373 
Work for, 349 
Assalea, 86 

B. 

Balsam, 90 
Bambnaa, 92 
Begonia, 93 


Bignonia, 96 
Boiler, conical, 31 
Gras, 26 
Saddle, 33 
Boronia, 97 
Bougainvillea, 98 
Bourbon rose, 303 
Bouvardia, 100 
Brugmansia, 103 

C. 

Calampelis, 104 
Calceolaria, herbaceous, 104 
Shrubby, 167 
Calendar of work, 348 
January, 357 
February, 359 
March, 361 
April, 363 
May, 365 
June, 366 
July, 368 
August, 349 
September, 351 
October, 353 
November, 355 
December, 357 
Calla, 109 
Calorigen stove, 24 
Camellia, 111 

Flowered balsam, 91 
Japonioa, 112 
Campanula, 115 « 

Canns, 117 
Carnation, 120 
Cassia, 122 
Caterpillars. 42 
Celosia, 128 
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Index. 


Centaurea, 124 
Cerasaa, 124 

Chilian monkey puzzle, 79 
Chimonanthas, 125 
Chorizema, 125 
Obryaanthemum, 126 

Anemone -flowered pompone, 
130 

Chinaman, 127 
Japanese, 128 

Pompon e, Model of Perfec- 
tion, 131 
Cineraria, 132 
Citron, 135 
Citrus, 135 
Clematis, 139 
Clianthua, 140 
Clivia, 143, 207 
Cobaea, 143 
Cookaoomb, 143 
Coleus, 146 
Coltsfoot, 839 
Conical boiler, 26 
Convallaria, 148 
Coproama, 148 
Cordyline, 149 
Indivisa, 168 
Coronilla, 149 
Corrsea, 149 
Crassula, 151 
Crocus, 151 
Cucumbers, 365 
Cultural directions, general, 50 
Cuphea, 152 
Curved roof house, 13 
Cuttings, treatment of, 58 
Cyclamen, 153 
Cyperus, 156 
C^tisus, 167 

D. 

Dactylis, 158 
Daphne, 159 
Darlingtonia,^161 
December, plants in bloom, 374 
Work for, 357 
Deutzia, 162 
Dioentra, 163 
Dictionary of plants, 62 


Dielytra, 163 
Dionsea, 166 
Dodecitheon, 166 
Dog’s-tooth violet, 177 
Double camellia, 114 
Dracsena, 168 

E. 

Echeveria, 170 
Epaoris, 172 
Epiphyllum, 173 
Eriobotrya, 174 
Erythrina, 176 
Erythronium, 177 
Eurya, 179 

F. 

February, plants in bloom, 371 
Work for, 359 
Ficus, 180 
Flax, 276 

Flues for heating, 35 
Frames, 6, 17 
Fritillaria, 181 
Fuchsia, 182 
Fuel, 30, 34 
Funkia, 188 

G. 

Galanthus, 188 
Garden fuchsia, 185 
Gas boiler, 26 

For heating, 20 
Gazania, 189 
General remarks, 1 
Genista, 157, 190 
George* s Calorigen stove, 2 i 
Geranium, 191 

Golden-rayed lily of Japan, 223 
Grevillea, 191 
Guernsey lily, 192 

H. 

Habrothamnns, 192 
Hsemanthus, 193 
Half-hardy annuals, 53 
Half-span house, 14 
Hardenbergia, 218 


Index. 


377 


Hardy aDunals, 51 
Heating, 18 

By hot water, 27 
With flues, 35 
With gas, 23 
With hot air stoves, 21 
With mineral oils, 19 
Hedyohinm, 193 
Heliotropium, 194 
Herbaoeous calceolaria, 104 
Hibbertia, 197 

Hot air stoves for heating, 21 
Water for heating, 27 
Hovea, 197 
Hoya, 199 
Humea, 200 
Hyacinth, 201 
Hydrangea, 204 

I. 

Ice plant, 200 
Illicium, 207 
Imantophyllum, 207 
Indian garland flower, 193, 208 
Indiarnbber plant, 208 
Insecticide, Fowler’s, 47 
Insects, 37 
Ants, 38 
Aphides, 40 
Caterpillar**, 42 
Maggots, 43 
Bed spider, 43 
Scale, 45 

Snails and slugs, 44 
Spider, 43 
Thrips, 46 
Weevils, 47 
y Wire worm, 47 

Woodlioe, 48 
Ipomoea, 208 
Iresine, 209 
Iris, 211 
Isolepis, 213 

JT. 

January, plants in bloom, 371 
Work for, 857 

Japanese chrysanthemum, 128 
Medlar, 174 


jMminum, 214 
July, plants in bloom, 373 
Work for, 368 
June, plants in bloom, 372 
Work for, 366 

K. 

Kalmia, 216 
Kalosanthes, 216 
Kennnedya, 118 
Kerria, 219 

L. 

Lachenalia, 220 
Lantana, 221 
Lapageria, 223 
Lasiandra, 225 
Lanrustinns, 227 
Layering, 59 
Leaf mould, 4 
Lean-to house, 7 
Lemon, 185 

Verbena. 71 
Leuoojum, 227 
Leucophyta, 227 
Lilium, 228 
Lily, golden- rayed, 228 
Guernsey, 192 
Of the valley, 230 
List of plants in bloom, monthly, 
370 

Loam soils, 3 
Lobelia, 233 
Lucnlia, 236 
Lux Calor stove, 25 

M. 

Maggots, 43 
Maiden loam soils, 3 
Manures, 4 
Maples, 67 

March, plants in bloom, 371 
Work for, 861 
May, plants in bloom, 372 
Work for, 365 ‘ 
Mesembryanthemum, 237 
Mignonette, 239 
Mildew, 49 
Mimulus, 240 
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Index. 


Mineral oile for heating, 19 
Monkey pnzzle, 79 
Monthly oaleodat of work, 348 
Li«t of plants in bloom, 370 
Moss rose, 302 
Mnsoari, 242 
Mnek, 243 
Myoaotis, 244 
Myrsiphyllnm, 245 
Myrtle, 246 

N. 

Niroisans, 247 
Nerine, 249 
Nerium, 250 
Ne«7 Zealand flax, 276 
Niootiana, 251 
Nierembergia, 252 
Noisette rose, 304 
November, plants in bloom, 374 
Work for, 355 

O. 

Ootober, plants in bloom, 374 
Work for, 353 
Oleander, 250 
Orange, 135, 254 
Oxalis, 254 

P. 

Paohypbytum, 255 
Panoratinm, 256 

Paragon boiler, for mineral oil, 20 
Passiflora, 258 
Passion flower, 258 
Peach, double, 273 
Peat, 4 

Pelargonium, 262 
Persioa, 273 
Petunia, 273 
Phlox Drummondii, 274 
Phormium, 276 
Pimelea, 276 
Plttospomm, 278 
Plants in flovrer in 
January, 371 
February, 371 
March, 371 


Plants in flower in 
April, 371 
May, 372 
June, 372 
July, 373 
August, 373 
September, 373 
Ootober, 374 
November, 374 
December, 374 
Pleroma, 279 
Plumbago, 280 
Polygonatum, 281 
Pompone, chrysanthemum, 131 
Portulaoca, 282 
Pots and sands, 2 
Prices of greenhouses, 8 
Primula, doable, 292 
Hardy, 284 
Sinensis, 286 
Propagation, 67 
Pyrethrum aureum, 293 

R. 

Raising seeds, 55 
Red spider, 43 
Reineokia, 294 
Repairing greenhouse, 369 
Rhodanthe, 294 
Rhododendron, 295 
Riohardia, 298 
Rioinns, 298 

Ritchie’s Lux Calor stove, 25 
Roohea, 298 
Roellia, 299 
Rose, 301 

Bourbon, 303 
Moss, 302 
Noisette. 304 
Tea, 305 

S. 

Saddle boiler, 33 
Salvia, 306 
Sand and pots, 2 
Sarraoenia, 311 
Saxlfraga, 313 
Scale, 45 
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Sobizantlias, 314 
Suilla, 315 
See4fi. 50 

Watering^, 56 

September, plants in bloom, 373 
Work for, 351 
Serioograpbirt, 316 
Silirer sand, 4 
Siphon for beating, 35 
Snails and slags, 44 
Snowdrop, 188, 318 
Soils for seeds, 57 
Leaf, 4 

Maiden loam, 3 
Peat, 4 

Yellow loam, 3 
Solannm, 318 
Solomon’s sea), 281 
Span roof house, 15 
Sparmannia, 320 
Spider, 43 
Spiraea, 322 
Sqnills, 315 
Statioe, 324 
Stock, 2 
Stocks, 327 
Stoves, Oalorigen, 24 
Lnx Calor, 24 
Sundries^ 4 


T. 


Taosonia, 329 
Tagetes, 329 
Tapping vines, 366 
Tea plant, 331 
Bose, 305 
Tecoma, 330 

Temperatnre for onttings, 60 
TIhder annuals, 55 
Thaliotmm, 330 
Thea, 331 
Tbrips, 46 
Tobacco plant, 251 

Powder for destrojing insects, 
41 


Tradescantia, 332 
Treatment of vines, 3G4 
Tropaeolnm, 333 
Tulip, 336 
Tussilago, 339 


V. 

Ventilation. 2 
Verbena, 340 
Lemon, 71 
Veronica, 34-2 
Viburnum, 342 ^ 
Vines, tapping, 36B 
Treatment of, 364 
Violet, 344 


W. 

Watering seeds, 50 
Weevils, 47 
Weigelia, 346 
Wireworm, 47 
Wood lice, 48 
Work in January, 357 
February, 359 
March, 361 
April, 363 
May, 365 
June, 366 
July, 368 
August, 349 
September, 351 
October, 353 
November, 355 
December, 857 

X. 

Xanthooeras, 347 

T. 

Yellow loam soils, 3 

Z. 

Zychia, 218 
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Oaat a or oaaux xsxtsxk avb x&BUkirs, a avmm 

TO Tatt* in Gold, Silver and Copper, from the EsacUest Period to the 

, Prsaent Thus, with their Value, By the late Colonel W. Stxw^xt 
Tbocbvbw. W^ 62 Plates in Gold, Silver, Copper, Ac. In cloth 
prise 7s. 64., by pott 7s. 104. . * 

t CW hB ilii i Tm. lls Miatery, Points, and Breeding. ByHajost Dax.asnn. 
|lhM|rsi»d with Oeloured Fi^tispieeS and Plates. In paper, price Is., 

Edited hyHwKDhUxtXi. Pries 3t.^. each 

kp pest $«. 04. saoK 




to theit most jremoto \mkm taiiMisImri t Boto£^ to$%b4» l«9(^»4o« 

YoLtt. H 

Y«iL 3te. IMigi^i of^ 

Edison of 1735, with & Brio! Kotios Of m AtmiTm IT. 1. iMttr- 
nmmu, Hmhbet of tho BriMth 

htf ooit l8, 2d ^ 

iioilramim^ book w mmmmm. 

tocm imd Sta^o Hufio fdr Amateturs. By l?nov9moit B. KtsnNiBD. 
l^oihNited* IW 40U8tHiUi jartiO As. Sd, hy ptM 2A Ad ^ 

cooxaemT xom AXdntnMi 

of AH Claases. Isclodofl ^mplo Ooe^ry, Middlo-elm Oookmiy, 

Cookory, Cookery fox loTaUda, luid Breakfast and Bonobsooe Cookery. 
JiyjCjUDaMB VaZiiBis. Seoond Edt^on. 

VBICKJST. The Hietory of a Htiodred Centuries, as Written by Dr. 
W. C. Gbacb, and Edited by W. Yardlet. In paper^ price 6d., by 
pest 7d 

CVCVmaUBM CrnTWaX Ton AMAVmmtM, including a^o 
Melons, Vegetable Marrows, and Gonrds. lUnstrated. By W. S» Mat. 
In papBTf price Is., by pest Is. 2d 

OTCtimrB norm mat of EngUmd and Wales. Shoies clearly 
an the Main, and most of the Cross, Boads, and the Dktanoea between 
the Chief Towns, as well as ^e Mileage from London. In addition 
to this, Bontes of Thirty of the most Interesting Town are ^ 

red. The map is monnti^ on linen, and is the fOlleat, handiest,.and best 
tonxist’s map in the market. In doth, pries Is,, by post Is, Adw 
B!BMl!02rZ2l0, RJLXtltOMlC. Explaining a System whereby an 
Endless Variety of Most Beantifnl Deigns suited to nnmb^less 
HannfacttEtes may be obtained by Unskilled Persons frdm any Printed 
Music. Dlustrated by f^tunerome Ei^kmatory IHagranm and lBns« 
tratire Examples. By C. H* Wt&Kt^soWr anthm? of **lianilonions 
Oolotxring.” With Introductory Chapter by JOHit B. MAOi>oliAnn, 
H.D., P.B,S, Demy 4to, price £2 2s, [fn the Jhress, 

BOOC BBlBJLlCZiro AMO T&AUOMOs Being C<mdee mmd&me 
for ike proper edncalAon of Bogs, both for the Pleld aii4 ^<Kr Cte^kttos. 
Second Edition. By “ PATHnnm>En.” With Ohspiera 1^ Hbob 
BAL xm^ Blnstrated. In cloth gilt, price 6s, 0d., by post 6s, I6d, 
noao, BMJTOm, AMCXMMT amt nmmmMs nedr varieties. 
History, and ChazacteristteB. By Mpom nssMad^y 

Fan^rs. SECOKB EBITIOH,BeFised andEnkiged &Bstsnm%ib 
Pirst^class COLOUBEB PLA^S and fnll.|Afe Eng^Vtngs of Bogs of 
the Bay. This is the fnUest work on'the wkm bree4B of ddgi k^ jn 
England. Inthree rolnmesr demy 8tw, etoth g0t, prim i0s^ % 

post lie* Id. each, 

Oagu Mgid Itt mdld Mpeartn, Contaladng Beitieiilars dt the 
following among other Breeds: jG|reyhonnd| Irish 3$lcod« 

hound, Foxhound, Harrier, Basest, BamhiBni* Bbinlert ImikSA 
Spaniels, and Betyierers. Sxtbx Coi:s>tnBan P&Ai^n end 21 Inll^paiO 
EngraTings* 

Ooga VMfUto Ku Im «ikw Watt iCkmmm SOmSft 
nmues #if # Tstf Heifgu Osntainiiw Pindhapdirs df the 
among other Breeds » Cwie, Bi^og^ 

Great Bane, Fox and all other Terriers, lOng Charles and Bismhn 
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PfWp^ ItimiPMAplf A aU 

for 

Show Bai^ for tM 3RoM» W wi^ 

j^Ytrad Olid Mngty oiit OfJMir ^ T$klm Bw. 

]I0W» OmiWUI Thm CMuos* Sjmdx^nti, ooi TrootMOnt; 

ICOdM of Adminioteniif IMMzios ; !£^reatiiiout in o$am$ of ^oi«o»^« do. 

M iwnfiyj c OT AXJLTOimt wm mMmsxBMM pan 

0mMm^<msmsm9 Eo# to 0 »«mM and wort 4110111 wl^ 
arid 30000M. % Eomoi# C^ojiiTsoinr. Jn eolootod cooor^ pr»«a^ Ir., ^ 
|»o«t io. fid. 

tMM0T womt swpaw , EmnMm a Sorles ^ IUMMM 
Eontialooa Artia^o and ^polar Fanoj WotIy of 'v&riouo ldodi» EMi 
aombor is complete in itself, aad issaed at the aaiform price of dd., hy 
post 7d. Now ready — (1) MAc&AMfi Lac* (Second Edition) ; (2) Faijch. 
woBX ,* (8) TA-mito i (4) €bbwxi* Wonxi (6) Am.iQ?d3 »f iWT 

Nbttino. 

nsmm, TMM book OB CKOXCBi for tbo Garden, Oonsorfatoiy, 
aad Store. BesoribiBg the best and most ateUdag Ferns and Sola- 
l^dUaa, aad giriagr eiqpljoit directions for their O^tivation, the for* 
mation of Boweries, titie arratng’ement of Ferneries, Ac. By Onosos 
EosrammBB. With nmnerons CJolonred Plates and other UlnstrationBt 
Zn 8 oelr.» large post 4do, Cloth p«lt, price SZ 0«., hy post £Z Bs. 

BBBBflL OBOZOB WBXVWU. BesmipM^e of the most beavtifnl 
Yadatioas from ^ oonanoa forms, and their Onitmre. By 0^ T.B&YmET, 
FJEiJS^ Tory aoonrate PLATES^ and other lUnatrataons. In cloth gilt, 
price 2$h fid., hy post fit^ fid. 

BBKBBBB ABB BBB&BnjjlBf Containing Instrmotions for the 
Eroedifig, Maasffemmit, find Wofldng of Ferrets* Second Editiim, Be- 
axitten and Enlarged. lUnstrated. In paper, pruse fid., hy 

post 7d. 

W B#CHI TheaO' hre Fomia of 

Gnarantee ghtren hy the Sellers to the Bayers of Eggs for Eah^iing, 
nndeetahing to I^eftind ralne of any lutfertile eggs, or to replaee them 
with good ones. Tory Talnahle to adllers of eggs, as t^y ihdnoa 
pnrmtasis. In Ibboke, eoumterfoiU, pride fid., hy post 7d. 

AoompleHacenrate, 

biw^^dMtfiod woxlc on lish^^^f>|sand Eigh-filass firewoxics. 
By INr, W. E. Batowxx, MX In poper, price 2s. fid,, by post 2s. fid. 

tim BBACTBCAB. Dealing with the Natural 
Eistory^ ^ Logendnry Lore, the Cap^re of British Freeh- Water Fish, 
and JaohJe and Taokle-mahing. By I. Et Kbexx. In clothe pr%ce 
7a. fidl, by post, fis. 

Birngj^ BABWIBXm ^ cages and MMes.^ Mm to 
MjdSp in Fnlly XUnetraM. By W. T. Giusbki:, M-A., 

H.D«, F.ZE,, Ac. In dothf price 2s. fid., hy post 2s. fi^, 

99M Be lEstony, Bcint% BMdidg* BeaiM* 

, BiAsp^ eaad Cmgsiiit. ByBMx Bliuiliated 

ygw ^^finred BroMkpisen and fliktoe. In paper, prim !«., hfi peet 
Is, fid . } cloth, p<m 2s. 9d. 




xi« vimaam mva tiyuirtK ') m«» 

89. 8^^ tfoch., bjf |»0<i 89. m ^ 

▼«!. JP94%^ of ©rw lliOO of -«»« t^«jif4iof8 Dofi^ 

tr»oo4 io t3i^ 8i<int i^eHiotO loio^ aii«Mil»tt»« 

TOL M* M8^ofl8443>o^»e%owlgtM^ 

HX fOdlifveM of 1814 Doffl, Sbow B«oordt» l»a, 
ir^t W. I>08|gree9 of 1168 Dc^ i^Oir BeOOid, lb. 

▼ol. T. 1P«d%reei of 1662 Poff^ 8#ioir Booofd, 40f 

niMiffKu; Aam xxB^nTOitk. a Pmetioa M«sua ©r 

^utfOOfcicmB io tlio Ar^ of Fret-eatfinf and Honiiietry Work. Profiiieljr 
ZHostrated. Bf l>, D«niiiii0. tn clot\ ^pHc 4 2*. 6A, po§t z». fOA 

iWMiJun xs&ss, A cmmmm m n& % summ b. 

Scrv^LiNO. mtislaraied. iW paper, price 1$., by post la. 2A 

OAm JJiB OAKS oxoonso, S0TM OS. Oroitiil, Btah 
tndgeB, Pheisouts, Hare*, Rabbita, Qualls, Woodoooka, Siu^ mad 
Rcdka. By J. J. llaNLST. IHastrateA Ja clo^k ytU, price 7a. 6<i., 
fey post 7a. lOA 

OABBSSISO, BXCTXOSABT OS. A Practical £!ne 7 elo|>ffdte of 
Hortioxiltiire, tor Amateurs and Professionals, lllnstrated wititi 2440 
Engravings. Edited by <3. Kicholsok, Curator ol tbe Boyal SMato 
Gardens, £ew } assisted by Prof. Trail, MJ)., Reir. P. W. Myles, 
B.A., P.ti.S., W. Watson, J. Garrett, and other %ecialisits. Ja 4 oelt., 
large post 4^o. In cloth gilt, price A3, fey post A3 3a. 

OAKOSSISO 2S SOTn. A Handbook of Gardening for Ijo^ 
Egypt, With a Calendar of Work for the different Months of the 
Tear. By Walter Bbafeb, Fellow of the Royal HortlonltBral 
Eoolefcy j Director of Government Gardens at the Ba^age, near Cairo, 
fn clot^ price 3a. 6d., by post 3a. 9d. 

.OOAT, BOOS OB TBS. Containing FnU Particnlars of the varfons 
Bro^ of Goats, and their Profitable Msnagemeist. With nuuqy Plaleou 
By H. BTBi*asH Holkss Pioler. Third Edition, with Engravii^ and 
Colonred Frontispiece. In cloth gUt, price 4a. 6<i, fey poet 4s4 16d. 

OOA9r4aBSBXS0 FOB AKATSimM i Being the Practical Mana^ 
ment of Goats for Milking Pnrposea Abridged from ** The Bo^ ol we 
Goat.” lUastrated. In paper, price It., fey post la. fid. 

0BAFM OBOVnrO FOB JJKATBimO. A Thoroughly Fractieal 
Book on Snooessfol Vine Onitnre. By E. MoLtsnpox. Hlnstxated. In 
paper, price la., fey post la. fid. 

OBSBSBOtniB 1UKA08XMST FOB AKAtWmir. TW 

Best Greenhouses and Frames, and How to Bidld and Heat thaan, Hltis* 
traied DescziptionB of the most snitable Plants, with genmw and 
Special Cnltf^ XHrecthms, and all necessary hMormaHeh lotf the 
Gttidance of the Amatenr. Second Edition, Revised and Eslarfed. 
Magnifioeni^ lllnstrated. By W. A Mat. B» eUfh pilt, price fie., 
fey post 5a. 4d« 

•BBFKOOirB, tBBf Its Histhi^, tdnts, Brwdhig, Ibttrhit. tblninri 
and Rnnning. By Hwos DalsxeIm With fkontiapieoi. In 

cloth gilt, demy 8vo, price 2a, fid,, fey post 2a. fid, 

OUfillBA FXO, VMM, tor Food, Far, and Fancy. liQnstraMi itUk 
ObSkmted FronSSpieoe sm4 Ei^rvavings. An eshsnstfttre becdE eh Bfi 
Yarietiea d the Gtdnea P%, and Sts By C, 

F.Z.S. In doth gilt, price fia. fid.* fey pbst fia. »A 







HyW . aWTOQ »p> !gji t gjt mtto iL 

tfn Hi, WW* t^Qiis- 

imikam iA ^2 llitt ^dkooxte adirMaLOM Mtti A^it^Mp'k 

Mte« fidT AMmsmb, |lMgF)^ 4^iktk0l!f, 

^ 2f<Baiokuui» «tkigr pexm^uu B%mA BWom. Mg ML B^crofiAK. 

In ^ ^ 

XAIMOnt iPMbwKIIIAJA ^ 0|d4M}4o&ed<2ku:^fl^^ B^9«y!iri|^ 

tlo!B»^ iIpbiiktQiiodAf AmrniM* ^ ^ Bicwt dealfM^ Fl«m 
ISMktrkii, a»d ^Mkbeieiftiv inoladinff FoBAf# «• wtt|l m Fl»w««iiig 
l^liunkk By ;r. WCK>r». Ik l»r£fi« 1^, 

jMcf Sv* 4Hd« 

8B.WX irorar* boos of smmnr. AP<>piiiiurdm4BnM)i£«ai 

IfMiiuil loar all l^d^pUriA^Mu Copknaaly moatrAtied ia black jd^te 
Iroup^ ike Axiikorfl oiv^ 9itqaid:te |>rayriiag‘8 l^ndii&k B^Attire. By 'W. ,J. 
Li7CA8t BJL In clothe prici 3s, 6dl.« by post $s. 91. 

Kara inmCtirB abb fnmOXBTs a Biotiomy ol Blscasea 
and Aooidcnte» imd tbeir proper Hoine Treaiioaiik For Fan^Uy tjTfe. By 
W. y. Hacxsnzz](| M.B. filnatamAed. lnclotk,prtee2s,3d,thy posiZ$.9S. 

mmu^wmamk, tom fbactxoaxm bj gmo^m Fx,ucn7o,c.B., 

]4Ek4>.« F«B.C«YA** bkte Frinoipal Veterinary Siurgeon to ibe British 
Army, end Ex^Preaident o£ tbe Boyal College oi Veterinary Surgeons. 
In eloth, price $s. $d,, by poet 8s. lOd. 

BB»B»Jtll|nPgir€l FOB AMAFBinM. A Practical Hannal on 
tlie Manogremeni of Borees, lor tbe guidance of those grho keep one or 
two lor ikeir pexeonid use. By Fox Kitsbxll. In puper^ price Is., 
by poet la. 2d . ; elotht 9e., by poet 2#. 3d. 

BOBBBBr PIBBASmi OF i Th^ Causes, Sy^P^aiuif Treatment. 
Fqor ilm use of Amateurs. By Hush; BAiiZZBL. In paper^ pnee la., 
bp poet la. 2d . ; cloth 2a., by poet 2a. 3d. 

tBSJUro WAFBBXBO FAACW. A Beeoription cd the Spas of 
Or^t Britain and Ireland, their IdiUeral Waters, and their Medioinal 
Value, and the attractimm which they oFer to InTalida and other VMtors. 
Profusely illustraded, A Compasiou Volume to Seaside Watunugl^aebi.** 
In doth, price 2$. 8d., by poet 2a. lOd. 

FmACFZOAXit JEowtoSnierThmoonand Succeed. 
A book for aE who think d ** writing for the Brest.** By doaof BaWson. 
In cloth ffiti, price 2s. 6d., by post 28. 2d. 

mow fo bbbf and to Bear Chickens in large 
or ShAu Humbers, in Absolute Oondnement, wiih Perfect Succefit. By 
lliAA>B O* F« IffoiiAJrx. In pnpert price dd., by poet ^d. 

SABSIAJIF BCAHWAJk TBS. A 0uide to the Formation of a Bibrary, 
eanl idm Vahiee of Bane and Standard Books^ By H# Sx 4 t«B^ 
B am dg t ciNA-Baw. Third Bdition. Barised add Greatly Bnlarged. In 
bMhyM^ price tfs. dd., by poet 7a. lOd. 

MMm MMmmmtM, monmmmt a Guide to ^ llanagcAent 
of the C^tieal Xant^, for the B'se of Bntertidiiera, liecthrers, 
Photographers, TcWJhets* and othera. By ML CMim* Baiutt* In 
pdpm^j^^ la, la- ^ 

liliC^FAFIOFe TarietAa^ Hmmgmnent, imd Breed Be4«aue, 

. nM mMrnrn and^Botee by Bn. C4Mm» IBnatrateA In 

paper^prweM^bfl^peetld* 





lUrlMim. teSSail. lOf ibtt. Soate, oS‘m& Mii^pjl «( 

mmnOr vviSP 

i9i^«it. mvHMyi tw iMgim «ikia 4 

to «illto* ^ ^ ^ |MpSt4^' 

X V, #iK}«ir»KOB» Iii yHcf 1I«.> % pm to te ^ 

PAinmBOir* in cZ©t?ir ^4i p4c4 % ^ |W ts. 

to Snooeasfttl Orowtix In to 

n^Cto^ Dooyp. lUtwitoled. % W. X Ito^. 4W 

WJ&VM^ waancoKT wxwteitm Munw ti» <VRi}T«w«^'^ai>d 
XtomoitioaM ; witli Oto«r?ntioxMi on l^iwita nzidi Itoilin Jtottoins. 

By AiETHim Kicols, F.GB.» FJL0.S. 
l>Hef to, hy post 5s, 4iZ, 

innisizjniniiuc. im!«xom^ 

rain, nnd Fancy Ifnedleworlf ; Flain, ptBjmoaL oononlote, and 
mnfiiiftoe&tly XUnstrated. By S. F. A. OAT7L3Mmj> and % €. 

Aeoni^d HA|. tihe Qnnen, B-'E.H. to FrinonM of Wnto H.B.BC. to 
BntoBs of Jj^iMnrg^ H.B VL to BtttoHi' df MMMi 

tbe Ihichess of Aibtoy< Dedicated hj npecdal petmiseion to H^iUX 
FidnoMs hoxu»% Haroluoneeu of Xoroo* dimy A^n, 

esai^o. chth gpUf, pam edges, iiluhioned hSttsUm |Nto 

2to, by post 22« ; COLOXMBB BhA'TSB, t^ani satin breads 
cl ew hi ding, and coloured edges, Itle. Bd., by post 329. 6d. 

O ltoWtiW I TWr CnU tire and Mazmvemto, wi%, 

<jf to Binda in General Cnltivaidon. tpindatoa W vmmt^ 
Fktos and Bngrrayizmrs. By W. WatnoK, AtottoitMgtotor, 
lELoysX Botanio Gardens, Bew ; Assistod by W. BtoB, Fotonto. Ito<d 
Gandtos, Kew. Second Edition, Beidi9ed and ndto Eitra Hatto Xn 
clelA p«lt and gilt edges, pries JBl Xe., bp podJSi la. tOd, 

MLZimtefl AHH ^tacsm WIWSS. a Wortc m toe Neatest 
Talne to Collectors and sncb ae w^e interested xn Art, as it ghree, 
besides Biogiraptuoal Sketobes of all to Atoiabs of Beimte tot bow 
llatog') fn>i& toe Idth Centnry to to present date, to SOMret Fldne 
of toe Principal Works Painted by Them, Witli FnU Desor^ttos <d 
Same. In 2 vols,, cloth, price 319. by pgSt SSir. 

WMMamam, mimiBUkWm^ a ^raerieax BAndboidk On PilitoLlmd 
Etelito upon Textiles Pottery, Porcelain, Tepas, Fellnm, tone* 

Wood, Stoe, Kettids, and Plaster, for to Deeonation of onr Honto. By 
IB C. BnWAltb. In dxfthi price M., by pe0 &$* ^ '§^^7 ^ 

AninraitoMtooit 

for an Wiio tend pSreels by post. Provides Addtoe Xtolii, tMtoate 
of Posrint, and Eecord of Paroels Dls|totod. By to isie Of toiboek 
imrottla are inOnred ngabud. Wm Ot dOtote to to Wf 

Atttoi»rized by toe Poi^ OidOe. Prioa %»,f by post la. 2d^ /bt 100 
pamdsi larger aim if f^gmireiL r ^ ^ " jt ^ • 

mMMmor, TMM mmmt, and how to Ihmb it By^ 

JC.B., H.A., F.E.S., Ao* Pnce la#, poft Xiv Ad. ^ ^ 

lft*ttwi«a 'nn wpaASKorak ^ ■ t wwBiin 

toe principal Talking Parrots in CbntomsiKl; By ICaitn toOA 







"l^»W 

* i I 

' ^ * mpm 

Pit ^ 1^« ^ 

i 4Mid JEwir to th9M Thoni* A Bbiid;ibo<Q% cm 

Mwto^ij A* «ia 

trim mm^i»» |>|«gmift% «»4^SMolnC 

ISw:^> m cuth s«. % |>d»^ S^. 

wwiVi^wxsit^ ^intf' 0tiAiihiiTt§^iM wtl tM' 

10s«tmtioiu> hy tfc» Avitlitor. % L. 1?V'. |i(ji^xieA, 1R* 

$jc9»Kil M ladiutirlal AH of Htdwfif 



th« 

mtL 

f 


hpc^ k wk ifc «^n«l M }!i9« 2m )3^ 


iji »H ftolejits and lor «^4iH^otioA, tot Kwir^<mot^ . , 

«et fotm» fttid tbe j^piipo^lbt are titidif erd^ixroidd a lat^ HMw 
of attraetiTe dra^t^lre. Fric« ds. 6^., hjf pMt ^$. X^id, 

jriiMAiJiTam mn AWjATwmM* 

VowTcm ilie Breediaf, «iS# 

Plmp^te ^ Cowi^i^at. B^ 0ao* Boiurs. FaUy XUuafxeted. In 
pUit pri 00 a*. 44 ., bp poat Ss. 94 - 

irpo^cwiKA^mir 0Utti(mBuio ram MMArmmm ^nd 

Bfrised Bditioii. Bj %xxmf Bsabk. Zt% t^aper, price Ix.^ hy po»t 

u. u. 

rm mia ajih wsPAmwo. toe Amawa 

(wide to the Pm^oiX Mfumement of a Piano ^thont the i&tarfoatioii 
of a Ptofeeeional. By CHASSiXs BABamoT(»^, In puper^ price ^ by 

miJ^mgAnJotm MMxmarm BeiW 

oal InetrtaoUoiiB In tlie Maklnir of raadt>v» kuula of Ptamea for Palxd^e, 
3>raed*i9ire» a^ Bagratls^ Bloatmted. By iAs J. 

JEiutot. fPieop idUimit *» pajaer, price 1*., by ppe^ le* ^ 
nfi, BOOK OB BBpBL The Seleotion, Breedin^^ Peed^nf, and 
BaniWmEkt of the 3%; tht'^TreatawH «4tba 
md PeAewnriagr of Banie, Baooist, and other Pork Poode; and omer 
inlmtBiU3l<mi4>pertai&higtoj^ By PieomaoiAJavxe Iiono. 

Bn% BleMtated wHk PortKelte of Prize Pigre, Plaaa of Hodei Pigftndes, 
Ao. da ehth piii, price Ide, dd., hy jHxt lie. Id. 

BiOdOkimBfiK BBJkOVBOAlit A MnatM for AmatetH, haeed on 
iBaHtrnmd Baptrioaoe in Bree^ng, Beedixtg, ahd 0% in 

Bnyint and SeHhiff Pl«« at Iforkel Prioee. By B. 0Ai»4t7* dn 
ptKpei^priosr la, jMet fa 

I^NUpCOiniy ifJilllla • Contelntitg Poll BireotlOns for the Bree^di^ and 
l|iMwaf04neat of Paaoar Pigaowi, and 

iMe^^ togelhor hsftrmatte of Inherent o#.he« to l^jeon 

' Third Bditiom hxsi^iiir the eahjeet doan to the |)toe 0 nt 

mae. IS €OI4>CTBI> PBATS^i and tt otl^ fn1i*pago Blne^^ehionB. 
<)* Bxann* Ih price i0% poet w 104 

KftW0K 4WaW Ke W Aooiktidet«0nldetoihe 

dinidM Broaden nl and Pan^ P%i^ ^ By 

IHinttiatoA In Kdf&^prfka 2e. &d^ by pest 2«. 04 ^ ^ 

3§# lirifl# Xe^ hy poet ta %d^ 


1# ^ h* XJw<mst ()m*t 

wmammaM aub mwMmm Pom wooaM t a cte^et* to 

Folieliiiiir Woodwork} witk Bireot^s for lolOxxMiitiott 

for miking tlio Stainff} FoliakeS} 4 po-» in iko and HKMit 

faotoiy manner* By I>Avn> PiimiKO. Jn Foper, pnce 1 a , hy po»i 
U.M, 

POOXn OAM3M OP. Describing Yariona Ihii^iek and Andean 
Pool Games, and girixig the Bnlee in fnll. Blnsteted. In poper^ 
pHoe Ia, hy post 1«. 2d. 

POnWT Ajra POBCSZiAXir, nmXiXSB. a Omde for 
OoBeotors. Handsomely lllnstrated with EngraTings of Specimen Pieces 
and the Marks used by the different Makers. New Edition, Jtevised 
and Enlarged. By the £xv. E. A. BowNMAir. Jn cloth gUt, price h$., 
bp post 5s. 4d. 

POn^T-nOUPZVO, POPOXiAJt. a Praetioal and Complete 
Gnide to Breeding and Keeping Ponltry for Eggs or for the Table. By 
F. A. Maokxmzib. lUnstrated. Jn paper, pries Is., hy post Is, 2d. 

POmCintT AVB PXOSOir OXSSASSS : Their Canses, Symptoms, 
and Treatment. A Practioal Manual for all Fancier a By QnxNTiN 
CnAxa and Jakbs Etbll. Jn paper, price Is., hy post Is. 2d. 

nfaiOKt TOm. nuns ns nM>nT. contains ; Bieeaing 
Poultry for Prizes, Exhibition Ponltry and Management of the 
Ponltry Yard. Handsomely lUtisirated. Second Edition. By P£07. 
sTabues Long. Jn cloth gilt, price 2s. 6d., hy post 2s. lOd. 

SABBXT, B€K»X OP TKB. A Complete Work on Breeding and 
Bearing all Varieties of Fancy Babbits, giving their History, Variations, 
Uses, Points, Selection, Mating, Man^ement, Ac., Ac. SECONB 
EBITION. Edited by Kempstbb W. Knight. Illustrated with 
Co lonre d and other Plates. Jn cloth gilt, price 10s. 6d., by post 11s. 

mJJIBXTS, BX8EA8M8 OPs Their Cansea, Symptoms, and Cure. 
With a Cluster on Tbs Bissabss of Catiss. imprinted from “ The 
Book of the Babbit ** and The Guinea Pig for Food, Fnr, and Fancy.** 
Jn paper, price Is., hy post Is. 2d. 

BABSZT-PA&inVO, PTOPXTASLS. A Practioal Manoal, show- 
ing how Hutch Babbit-farming in the Open can be made to Pay Well. 
By Majob G. F. Mobant. Jn paper, price Is., hy post Is. 2d. 

BJJBBXP8 POB PBXXS8 ABB PBOPXT. The Proper Manage, 
ment of Fancy Babbits in Health and Bisease, for Pets or the Market, 
and Besoriptums of every known Variely, with Instmctions for Breed- 
ing Good Specimens. Illustrated. By Chabxjds Batson. Jn cloth 
gilt, price 2s. 6d., hy poet 2a 9d. Also in Sections, as follows : — 

OBMral XiiMgemeat of BabMta. Including Hutches, Breed- 
ing, Feeding, Diseases and their Treatment, Rabbit Courts, Ac. P%lly 
Illustrated. Jn paper, price Is., hy post Is. 2d. 

XxhibitiQii B&bbiti. Being descriptions of all Varieties of 
Fancy BabhitA their Points of Exeellenoe, and hoW to obtain 
Illustrated. Jn paper, price Is., hy post Is, 2d. 

SSrOVSBS WOKE rox JUaCAZSimSi B«i>g tli. ah of Om». 

xnenting Thin Metal with Baiaed Fifnres. By L. L. Ha8i*op». Bins* 
trated. Jn cloth gilt, price 2s. 6d., hy post 2s. Sd. 

mOBS8 POB ABAraXTBS. A Practioal Guide to the Selectioii and 
Cultivation of the best Boses. Illustrated. By the Bnv. J. Hoi)iTWOOT> 
B*Oicbbain, Hon. Sec. of the Nat. Bose Sou. Jn paper, price Is., hy 
poet Is. 2d. 
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HABBOI7B, with Practical Hints as to Biying and Cooking m, and 
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wltii CkilotUfed diavta. In cl»th, prioB 2f. %d,t Zr^ p69t 2«. 0<Z. 

M$X3CJpK0 ^tOVM$L Tb» T&o3itmAn*t Onicla to Hie Oiiiiid&g W«teni 
of ibe Bag^ii and Adlaoent OtiMsts. With Beeozipti<ms of every Creek, 
Herboor, and Boadsiead on the Conree. With ntUBeroue Charts printed 
ifi^oloture, showing Deep water, Shoals, a&d Sands exposed at low water, 
with sounding, /n Crown 8ro., cloth gilt By Bsasm OoWbb, B.A. 

Z,, the Coasts of Essex and Suffolk, from the Thames to Ald- 
horrngh. Six Coloured Charts. Price 5#., by poet 5e. Sd. 

▼at XI. The Sonth Coast, from the Thames to the SoiHy Islands, with 
twenty-five Charts printed in Oolonrs. Price 7e. fid., by post 7s. lOd. 

Vol, ZXZ. The Coast of Brittany: Descriptions oi every Creek, 
Harbonr, and Boadstead from L’Abervraoh to St. I^azaire, and an 
Aooottnt of the Loire. With twelve Charts, printed in Colours. Price 
7s. 6d., by post 7s. lOd, 

VoL IV. The West Coast, from Land’s End to Mull of Galloway, 
poinding the East Coast of Ireland. With thirty Charts, printed 
in Coloars. Price 10s, 6<L, by post 10s. lOd. 

8T. SXSBJIAXUD, IBB. Its History, Points, Breeding, and Bearing. 
By Huan DanziBii. Illustrated with Coloured Prontispiece and Plates. 
In cloth, price 2s. 6d., by post 2s. 9d. 

8T. BBBBABB BTITD BOOB. Edited by Hush Dalzixl. Price 
8s. 6d. each., by post 3s. 9d. each. 

VoL I. Pedigrees of 1278 of the best known Dogs, traced to their 
most remote known ancestors, Show Record, Ac. 

Vol. ZZ. Pedigrees of 564 Dogs, Show Record, Ac. 

8BA4nffBlBa FOB AKATBOBS. Practical Instructions to 
Visitors at Seaside Places for Catching Sea-Slsh from Pier>heads, Shore, 
or Boats, principally by means of Hand Lines, with a very usefnl list of 
Fishing Stations, the Fish to be oau^^t there, and the Best Seasons. 
By Fbank Hudson. Ulustrated. In paper, price Is., by post Is. 2d. 

8BA-FZ8BZBa OB TBB BBOUBK COAST. The Art of Making 
and Dsing Sea-Tackle, with a full account of the methods in vogue 
during ea^ month of the year, and a Detailed Guide for Sea-Fisbemen 
to all the most Popular Watering Places on the English Coast. By 
F. G. ArxiALO. Blnstrated. In cloth, price 2«. 6d., by post 2s. 9d. 

BMABXXm WATBBZB0 FXA.CB8. A Description of the Holiday 
Resorts on the Coasts of England and Wales, the Channel Islands, 
«md the Isle of Man, giving full partioulars <d them and ikeir attrao- 
^ons, and all information l^ely to assist persons in select^ places in 
which to spend their HoUdays according to their inditiduid twites. 
Illustrated. Seventh Edition. In cloth, price 2s. 6<i, by post 2s. lOd. 

BHA2I0W BBTBBTAZBBCZBBTS, and How to Work Them: being 
Something about Shadows, and the way to make them Profitable and 
^Pnnny. By A. Pattxbsqn. In paper, price Is., by post Is. 2ii. 

8BAVB, AB BAST: The Mysteries, Secrete, and Whole Art of, laid 
bare for Is., by post Is. 2<Z. Edited by Joseph Mohton. 

BBBBT XBTAA, WOBBZBO ZB: Being PraoHoal Inatruotions for 
Making and Mending Small Articles in Tin, Oopxier, Iron, Zino, and 
Brass. Illustrated. Third Edition. By the Rev, J. Lukin, B.A. In 
paper, price Is., by poet Is. Id. 

BIWBTBABII, OB OBBBBTB 8T8TBXC (ZMFBOVM)^ 

LESSOR'S IN t Being Instructions in the Art of ShorHiand Writing an 
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tnM. B«iiif P«xt n* of ** Ximcnii l« Qm^eu^M 

(Impcore^).** By B. B. Mli>Xi3ilt. In pnpert price hp 
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l>i8oiifl»k»i, by vatioofl BKperts, oxi the Keriti 4ttd Botuevita i»f nU the 
principal §yatenw, witb ZUnatnaHvo Sbcaadplaa. Belted hf XM'&MAM 
A.t7i3SE80K. In paper, price Is., hy poet Is. 24. 

mULTIKB CAXpBt An Baay Method of Learning figure Skating, aa 
the Cards can be ueed on the Ice, In cloth case, 2s. 64., by poet 2e. 94. : 
leather, Ss. 64., by poet Ss. 94. A (^eap form |a issued |>rinted On pUspet 
and made up aa a small book, Is., by poet Is. 14. 

SUBTOW OF BLUrO. A Practical Manual of Legerdemain for 
AmateuiB and Others. Kew Edition, Berised and Enlarged. Profusely 
Illustrated, By E. Sachs. In cloth gilt, price 6s. 64., by post 6s. 104. 

TAJDSIJBBirr, nULOnOAZu a Manual of Bistrudtlmi to Ihe 
Amateur in Colleotiag, Preserving, and Seiting-np Natural History 
Specimens of all kinds. With Examples and Work^g Diagrams. By 
MoNTAOtr Browne, F.Z.S^ Curator of Leieester Museum* Seoend 
Edition. In cloth gtU, price 7s. 64., by poet 7s. 104. 

TSAMBS OinCDS BOOS. From Iieohladeto Bichmond. For Boating 
Hen, Anglers, Picnic Parties, and all Pleasure-seekers on the Biver. 
Arranged on an entirely new plan. Second Edition, profusely iUuktrated. 
In paper, price Is. by post Is. 34. ; cloth, Is. 64., by poet Is. 94. 

9IMKAFO ABU FBtm OBOWIBO as an Industry for Women. 
Lectures given at the Forestry Exhibition, Earl’s Court, during July 
and August, 1893. By Grace Habeiman, Practical Fruit Grower 
and County Council Lecturer. In paper, price Is., by post Is. 14. 

TOIIATO OOEiTinU FOS ABCAFBV3UI. A practical and very 
Complete Manual on the Subject. By B. C. BAVENSCitOET. lUuetrated. 
In paper, price Is., by post Is. 34. 

TBAFFZBO, F&ACFZCABs Being some Papers on Tra^ and 
Trapping for Vermin, with a Chapter on General Bird Trapping and 
Snaring. By W. CARNxaiE. In paper, price Is,, by post Is. 24, 

TMBXBT, TMB. A Handy Manual for both the Amateur and Pro- 
fessional Breeder of the Turkey, describing its Characteristics, Varieties, 
and Management. By W. Wii«i.i3-HAaBi0, Vico-Prefiddent Ofethe 
Turkey Cli^. In paper, price Is,, by post ts. 24. 

TtnftBXHO FOB AHATEXnBUi : Being Descriptions of the 3Q&the and 
its Attaohmenbi and Tools, yrkth Minute Bis^sftmtioni for iheif BBemM 
Use on Wood, Metal, Ivory, and other Materials. Second Edtidon, 
Bevised and Enlarged. By Jahes Lukin, B.A. Illustrated with 144 
Engravings. In cloth gilt, price 2s. 64., by post 2s. 94. 

FBBBTVO BATBB8. A Manual for Technical Schools and Apprentices. 
A guide to Tnmingi Screw-cutting, Metal^spinning, &o. Edited by 
JaHss Lukin, B.A. Third Edition. With 194 Ulnatrations. In cZoth 
gilt, price Be., by post 3s. 34. 

TAMF, KOW TO. A Practical Guide to the Accompaniment of Songs 
by Unskilled Musician. With Etas^lea. In paper, price 94^ by 
post 104. 
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W. J. Hat# llnifl^frtttod. Bi ptt^er, pru^ U*f hp post Xs. M. 
nmTBmoqumM, WUACTUUlXb. a tboroiSi^ reliable Goide to 
tkJ^ Art of ve^ Tlarowiag luid Vooal^ HUozy, Vck^ Instnmentation, 
Veiitrilofi#| i^t^rlfi>i|]iii|r» An. ^ CUiitatottr. 

I^pmetoao XllaotVfttioitt. In cUth, prie^ 6d., by posi ^4- 
HimamM (OUI) ANSI 7as»m KAJCSBSi laolodia^ some 
Keferenoes to those of Modem Times. "'Ey Iaxms M. FIiSKino. 
XUnstrated with Facsimiles of Tickets* Soimd-Boles, Ao* Eepriated 
by Snbsoription. In cloth, price 6e. 6d., by post 6«. lOd. ^ 
rmxax mmOOB, F&ACTXOAXi, for Home Stadimts. iBstmctions 
and Fzercisea in Violin Flaying* for the nse of Amatenrs* Self- 
learners. Teachers* and others. With a sni^lemcmt op. **£^y I#egato 
Studies for the Violin.’* By J. M. Flamino. JX&my 4i&, pric» 9s. 6<i,, 
by post lOe. 4d. Withont Supplement, price 7s. 0d., by post 8s. 14. 
WAH HSOAU AHTD DSOOBATZaiTM- A Manual for CoUeeto^* 
with some account of Ciril Bewards for Valour. Beautifully fUnstrat^. 
By D. Hastings Ii^in. In cloth, price 78. C4., by post 7s. 104. 
WmaVST AHO BACS*»M, TMS : How to Breed* Bear* Train, 
Baoe, and Exhibit tbe Whippet* the Managemmit of B^e Meetings* 
and Original Plans of Courses. By Fbebman Lnoyn. In ch^h yilt, 
> price 8«. 64., by post 3s. 104. 

WXX.BrOWUll0* TmACTXOAXi t A Book on Wildfowl and WUdfowl 
Shooting. By Ht. Sha|(p. This work is the result of 25 years’ ex- 
perience in Wildfowl Shooting under all sorts of conditions of looaKty 
as well as circumstances, and oan therefore be relied on as a safe and 
practical ^uide. The text is elucidated throughout in the most complete 
manner, Imth as to the birds themselves and the method of approaobing 
them* the guns and tackle used, and all other points of practical interest. 
In s^rt* this book will be the most complete and practical sixice the 
dAys of Col. Hawker. Demy 8vo, price 12s. 64., by post 13s. 
Wm>OW TXCMXIT W11Z7ZK0. Containing full Instructions on the 
Method of Mixing and Using the Various Inks, &c., required, Hints on 
Stencilling as applied to Ticket Writing, together with Lessens on Glass 
Writing, Japanning on Tin, &c, EspeoMy written for the use of 
X^earners and Shop Assistants. By Wm. C. ^ott. X» paper, priet Is., 
by post Is. 24. 

WHEUB AHB ammST BATOSS OS' 7HB WOB3^. Compared 
and Compiled by C. A. B. PrEii.scHMiDT, of Sheffield. In paper, 
price la., by post Is# 14. 

W0W mMVm& som AMATSOBH FuU Instmctkme for pro. 
dnoing all the diSerent varienes of Carvings, ^d Edition. Edited by 
X>* Denning. Price le., by post Is. 24. 
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